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NATIONAL'S NEW 



FOR 'ROUND THE WORLD LISTENIN( 




4£ 

YOURS FOR ONLY $12.95 DOWN 

Most versatile all-wave receiver! Portable; AC/DC/Battery operation. Thrill to radio 
shows from world wide points. Hear messages from ships at sea, planes in flight! Excel- 
lent for boatsmen, businessmen, travelers, armed forces personnel, outdoorsmen, hob- 
byists, and for foreign language broadcasts. Use it at home or away . . . indoors or out. 
Five band coverage: Enjoy hours of fun listening to standard broadcasts, shortwave 
programs, amateur (ham) conversations. Also DF beacon service for marine use. 

Receives voice or code, salt spray tested, two antennas, provisions tor National's 

RDF-66 direction finder accessory for marine use. Two-tone gray finish, chrome trim. 

Weighs only 16 lbs. (less batteries), 12-5/16" x 9-11/16" x 10". 

*0n!y $12.95 down 
Up to 20 months to pay at most receiver 
distributors. 

* Suggested price: $129.95** s.nce 19U • / 

" Prices slightly higher west of Rockies and (#) fom/ 

Maiden 48, Mass. 



Nationa^> 



outside U. S. A. 



NC-188: National's new budget-priced general to pay at most receiver distributors. Suggested 
coverage receiver . . ideal for short wave and price: $159.95, prices slightly higher west of 
amateur listening. $15.95 down, up to 20 months Rockies and outside U. S A. 
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You Practice 

SERVICING 

with Kits I Send You 

Nothing takes the place of PRACTICAL 
EXPERIENCE. That's why NRI training 
, is based on LEARNING BY DOING. You 
use parts I send to build many circuits 
common to Radio and Television. With 
h^V my Sen- icing Course you build the 
1^ modern Radio shown at left. You 
build a Multitester and use it to help 
make $10, $15 a week fixing sets in 
spare time while training. All equip- 
, ment is yours to keep. Coupon below will 
' bring book of important facts. It shows 
Other equipment you build. 




Yon Practice 

^BROADCASTING 

with Kits I Send You 




As part of my Communications Course 
I send you parts to build low-power 
Broadcasting Transmitter at left. 
Use it to get practical experience. You 
put this station "on the air" , . . per- 
form procedures demanded of broad- 
casting station operators. An FCC 
Commercial Operator's License can 
be your ticket to a bright future. My 
^Communications Course trains you 
to get your license. Mail coupon. 
Book shows other equipment you 
build for practical experience. 




I Will Train You at Home in SpareTime 
to be o RADIO-TELEVISION Technician 



J TELEVISION ^| Americas Fast Growing Industry 

31F Making Jobs, Prosperity I ^ |J p 

jkssmits y Offers You Good Pay, ouccess 

■g^ J every week. Trained men needed - J| I 

H to make, install, service TV sets. ^S*i^ft Training PLUS opportunity is the PERFECT COM- 

About 200 television stations on '^p 3 ' k B1NATION for job security, advancement. When times 

theair. Hundreds more being built. a mL are good, the trained man makes the BETTER PAY, 

Good job opportunities here for Wm I nS gets PROMOTED. W hen jobs are scarce, the trained 

I qualified technicians, operators,etc. y i. *»mi. P,«u.n, man enjoys GREATER SECURITY. NRI training can 

_ N-tioooi Radio i n .t!t„t e help assure vou and vour famdy more of the better 

Nf) I T mA^mim^lm^+m I amJ* 1a w D »hi n9 . e ». d. c. things of life.* Radio i.s bigger than ever with over 3.000 

•K.L l raining Leads 10 sys-iris^r 0 ' 

fvAAfl In he I iLf a Tkoco start Soon t0 Make * 10, 515 a Week Extra Fixin? Sets 

VUUU JUUi LII\U I llv«f V My training is practical, complete; is backed by 40 years of success training 

^ ct men at home. My well-illustrated lessons give you basic principles you need 

BROADCAST- and my skilfully developed kits of parts "bring to life" things you learn 

ING: Chief Tech* f r0 m the lessons. I start sending you special booklets the day you enrol!, 

n i c i a n Chief that show you how to fix sets. Multitester you build with my parts helps you 

r. ' t> discover and correct set troubles, helps you make money fixing neighbors 

Operator, Fower gets jn gpare t jme whUe training . Many make $10, $15 a week extra this way. 

^XZS NT*"*": Mail Coupon -Find Out What Radio-Television Offer You 

Studio Supervisor with Remote Control Operator. SERVIC- Act now to get more of the good things of hre. I send actual lesson to prove 

fj KEDDTelrvision, Wichi- IKG: Home and Auto Radios, Televi- NRI home training is practical, thorough. My 6-1 -page book "How to be 

LA "i/ ta."-ElmerFrewak]t,3026 .... Receivers FM R - dios p A Svs _ a Success in Radio-Television'' shows what my graduates are doing and 

Ik ^Jt Stadium Wchita Kans Kecei\ ers. I M h.tdios, i . A. i>\ s ■ u gives important facts about your opportunities m Radio- 

Ik * W Stadmm ' Wcluta ' Kana - (ems. IN RADIO PLANTS: Design ^OTmnrTTl^LB Te,ovision - Tuke NRI trainin 8 for ^ hule 88 

"Fix ses part time in my jgfc^ Assistant, Technician. Tester. Serv- ^BiiLU3iU33H * 5 a month - Man y graduates make more than 

: hop. M adea b out = ./^ icema „, Scrvice Manager . S „, P IJlUiJMfflSl kw.^pTnow ^SSfil^ 

three months of the year. ^ AND HARBOR RADIO Chief JflTTTTHCToept 9FD4 National Radio Institute. 

Could have more ^but h, f ,s Q r Radio-Telephone Opera- ^AidililiCj^hineton 16. D. C. . 

tltJ^Xl Jk tor. GOVERXMENT RADIO: Op- iffffiWfffffi^ Our 40.h year. J JJ.*^ 

, erator in Armv. Navy, Marine Corps, ^^^^^^^^m^^^^^^^^^^BH s ^^iC|Mr; 

ve come i long way in J L . ' 

i Radio and Television since Forest ry Serv ice Dispatch* , Airways 

Rruduating. Have my own Radio Operator. AVIATION RADIO: 

bus ncss on Main Street."— Transmitter Technician, Receiver _ 

Uk Irw> Tr'iVPK Ashure Pirk mi, - . . ^ ■ NATIONAL RADIO INSTITUTE. li*^ „ r-T A ■ 

Ft Jo * 1 r,ncre < Asbur> iarK, Technician, Airport Transmitter ■ ^ . . _ _ M .c, t ttf \l*J*,\ Z 

*S NOV Jersey. ^ inr T p, r I I ■■ i Dept. 9FD4. Washington 16. D C. fit ITi' 1 

.gff^ Operator. TELL- ^Bl i Mail me Sample Lesson and 64-pagc Hook, FREE. fe:A WW 1 

"I didn't know a tliicg 4*3^P% VISION: Pick-up JEulr 1 (No salesman will call. Please write plainly.) ^t«4 ^ ^ JD 1 ' 

about Radio. Now ha%e a i J Operator, Tele- r ^fc^M^I \ A ^Sc\^ 

good >ob as Studio En& J m gi . T h|ij . ■ NaTne Age V^f|! 

neer at K MM J. — Bill -%| ^^^fcH VI ^r-C^k+j *! ■ 

Deliell. Central C-t,.^ ^ cia "> Rem0te , >O^L ! Adiress F«tfC 1 

Nebraska. MmIM ContTO^OpenitO^^^fc^ ^ I 

POPULAR ELECTRONICS is published monthly by ZilT-Davis Publishing Company. William B. '/Aft. Chairman of the Hoard (1946- , 
19Vli -it 4?4 ^ Wabash Ave Chicago 5, 111. Second-class postage paid at Chicago. Illinois. Authorized by rost Oftico J 
Department. Ouawa, Canada, as sectmd-olass matter SUBSCRIPTION FATES: due year U..S. and riopsebSioiis, and. Canada • $4 .00; 
rati' American Union conn Hies S4.3U, all other foreign countries, $0.00. 
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It you ve been confused about the quality and value of stereo records, 
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Can you think faster 

than this Machine? 




Control Panel of GEN I AC 
set up to do a problem 
in space ship engineering 



Be careful before you answer. GENTAC ® 
the first electrical brain construction kit is 
equipped to play tic-tac-toe, cipher and en- 
cipher codes, convert from binary to decimal, 
reason in syllogisms, as well as add, subtract, 
multiply and divide. Specific problems in a 
variety of fields — actuarial, policy claim set- 
tlement, physics, etc., can be set up and solved 
with the components. Connections are solder- 
less and are completely explained with tem- 
plates in the manual. This covers 125 circuits 
and shows how new ones can be designed. 

You will find building and using GEN1- 
ACS © a wonderful experience; one kit user 
wrote us: "this kit has opened up a new 
world of thinking to me." You actually see 
how computing, problem solving, and game 
play (Tic-tac-toe, nim, etc.) can be analyzed 
with Boolean Algebra and the algebraic solu- 
tions transformed directly into circuit dia- 



grams. You create from over 400 specially 
designed and manufactured components a 
machine that solves problems faster than you 
can express them. 

Schools and colleges, teachers of science or 
math, engineering, philosophy or psychology 
will find these excellent demonstrators of cir- 
cuit ry solutions in symbolic logic, theory of 
numbers, cybernetics, and automation. 

Note: Teachers take advantage of our 
10% discount to educational institutions and 
for group purchases. 

Send for your GENIAC ® kit now. Only 
$10.95 with over four hundred components 
and parts, fully illustrated manual and wir- 
ing diagrams. We guarantee that if you do 
not want to keep GENIAC after two weeks 
vou can return it for full refund. 



A MACHINE THAT PLAYS 

NIM 

Yes every GENIAC ® comes complete with 
the materials and circuits for wiring up a 
machine that plays NIM. No extra charge. 
See article in January Popular Electronics, 



NEW — A MACHINE THAT COMPOSES 

MUSIC 

Our amazing machine that composes music was 
designed by one of the veoyAe (a sixteen year old 
boy) who bought the GENIAC to learn how to 
design computers. Use it to make up your own 
tunes automatically with the GENIAC® computer 
kit. 1959 Model. 



Some Firms and Institutions 
that have ordered GENIAC: 



Allis-Chalmers 

Remington-Rand 

International 

Business 

Machines 
Wheeldex Mfg. Co. 
Manuel Missionary 

College 
Los Angeles 

Public Schools 
Kansas State 

University 
Duke University 
Corai Gables 
Bell Telephone 

Laboratories 



Walter V. Clarke 

Associates 
Barnard College 
Westinghouse 

Electric 
Phillips 

La boratories 
General Insurance 

Co. of America 
Lafayette Radio 
Rohr Aircraft Co. 
Albert Einstein 

Medical College 
Naval Research 

Laboratories 



Other machines you can build with your 
1959 Model GENIAC® Computer Kit. 

Machine for a Space Ship's Airlock Special Combination Lock - Adding- suMtnct- 
iiiR multiplying and dhiding machines- Comparing and reasoning machines — inu-N 
Hrcjicc testing machines Cranium Shipment ami the Space I 'i rales— Machine to 
play Tie- Tac-Toe Translator I mm binary k. decimal and dozi n i.T others. 

What Comes With Your 1959 Model GENIAC? 



Hack, shown in picture; parts tra.v: guaranteed long I 
lmlbs; porcelain >ockcts ; special wipers ami cutilaets; 
signed hol ler phis seven honkleis and public* _ 
tions including: 64 Page (i KN I AC '< manual: 
(J KM AC® Wiring diagrams; Ueginners Manual 
fnf ihe person who has Unit: or no knowledge of 
circuits; <JI-:.\'L\<"u} Study Cuide the etiuitalent 
of a full course in computer fundamentals, lisis 
additional reading: and exeluahHy in H»~>0 Model 
UL\L\r Symbolic Logic and Circuits Design 
by I hiudc Shannon. 

SUM) for your UKNIAC® now. At only $lf*.95 
;i bargain. Comes complete wiih over 4tn) pans 
am) components. 7 I looks ami manuals. We guar- 
antee thai it' you do not want in keep GI, XL-M- 
atter two weeks you can return it for full refund. 



iisLing American Manufacture 
tools, battery; uniquely de- 



Kl — Only 

$1995 



(Add $1.00 W. of Miss. 
$2.00 Outside U. S.) 



DEPT. PE-69 

June. 1959 
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(ON SALE JUNE 23) 



Our July cover will picture a radio-equipped heli- 
copter hovering over the jam-packed traffic on the Los 
Angeles Freeway. This helicopter keeps the motorists 
below abreast of the latest traffic information. A fea- 
ture article describes how the "radiocopter" helps the 
harassed drivers. 

In July many a young man's fancy turns to boats. So 
POPULAR ELECTRONICS will feature a special 32-page 
section devoted to marine electronics. If you're a small 
boat owner, you'll find this section chock full of helpful 
information. (See pages 122 and 123 of this issue for 
more data.) 

For those who like to listen to Police and Fire Depart- 
ment calls on the short waves, complete construction 
plans for a "Police Special" 30-50 mc. receiver will be 
given. 



SUBSCRIPTION SERVICE: Fi rm* 3579 and .ill subscription correspondence should be addressed to Circulation Department, 434 South 
Wabash Avenue. Ch.caqo 5. Illinois. Pirate allow at least four weeks for ehanqe of address. Include your old address As well •> 
new eneloslnq If possible an address label from a recent Issue. 

CONTRIBUTORS: Contributors are advised to retain a copy ol their manuscripts and illustrations. Contributions should be mailed to the 
New York Editorial Office and must be accompanied by return postage. Contributions will be handled with reasonable care, but this 
magazine assumes no responsibility for their safety. Any copy accepted Is subject to whatever adaptations and revisions are neces- 
sary to meet the requirements of this. Publication. Payment covers all author's, contributor's and contestant's rights, titles, and Interest 
In and to the material accepted and will be made at our current rates upon acceptance. All Photos and drawings will be considered 
lift part of material purchased. 
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SOMETHING 



Prepare in Spare Time At Home for a 

JOB THAT 
REAL MONE 

TELEVISION-RADIO-ELECTRO Nl 

Many DeVry-traincd men who now hold good jobs paying real money were once looking 
for opportunity, yet wondering if they needed advanced schooling, special experience, or 
higher math, Thev clipped a DeVry Tech coupon, mailed it in-and were pleasantly SUR- 
PRISED! Now they work in one of today's fastest-growing fields -TELEVISION -RADIO - 
ELECTRONICS Man/ have their own profitable service shops. DeVry Tech's "Learn-by-Seeing," 
"learn •by-Reading/' "learn-by-Doing" training made the difference! You, too, may train at 
home the DeVry Tech way with wonderful, helpful movies, clear texts and valuable home 
laboratory equipment— or in our well-equipped Chicago or Toronto Training Centers. 
Now something NEW* has been added to help you learn more by "doing." You can choose 
to build and keep your own top quality 6-speaker STEREOPHONIC SOUND SYSTEM that will 
provide thrilling enjoyment for years to come. Plans are furnished so that you can also 
build your own speaker cabinets-or we can tell you where to buy them. DeVry Tech's 
specially designed Stereo System includes: 

• Turntable with Stereo cartridge • Stereo Amplifier 
Stereo Pre-Amplifier • 2 Cross-Over Networks 
Six Speakers: two 12-in„ two 8-in„ two 3-in. 

When you build your own equipment, you 
learn about the working parts. You can 
repair, adjust, maintain. You learn by 
doing— the DeVry Tech way. You put basic 
principles into "on-the-job" practice. 



VACUUM TU 
VGLT METE 




Special SHORT COURSE in High hdekty Sound 
Reproduction ineuding Stereophonic Systems 
also available. Ideal for hobby.sts, m«.C 
| OV 0rs ond tho» warling to ADD to the.r 
incomes. - 



MANY OPTIONS! 



NOW . . . DeVry fech men can take their choice of any 
or all of ihe quality equipment shown above: The Stereo 
Sysfem ... the Scope and Meter ... a 21 -inch TV Set 
(not pictured) ... or ALL THREE. But no matter which 
way you do it, >ou get practical home training at its 
best ... the lond y»u need to get started in the 
fast-moving Electronics field. Send coupon for details. 





EMPLOYMENT 
SERVICE 

DeVry Tech offers real, 
down-to-earth employ- 
ment service to help you 
toward a good job after 

One of North ^erica's ^TJp VXt7n°g 
Foremost Ffectron/es your own servicing busi- 
irning Centers" ness. 

Accredited Member of 
National Home Study Council 



ft answer 
questions 
about your 
ances for suc- 
this field. 
Electronics and 
YOU" and the re- 
mar liable "Pocket 
Guide to Real Earnings" 
(just aff the press) are 
yours without obligation. 



DeVRY technical institute 

4141 BELMONT • CHICAGO 41, ILL. • Formerly DoFOREST'S TRAINING, Inc. 



MAIL TODAY FOR FREE! FACTS 



I DeVry Technical Institute 
| 4141 Belmont Ave., Chicago 41, III., Dept. PE-6-P 

Please give me your two FREE booklets, "Pocket Guide to 
' Real Earnings" and "Electronics and You," and tell me how 
| to prepare to enter one or more branches of Electronics. 

_ AGE 

APT. 



PLEASE PRINT 



I STREET 

I CITY ZONE STATE 

I □ Check here if subject to military training. 

J DeVry Tech's Canadian Training Center is located at 

^p^^Ji26^o»^ 



JunSj.195? 



J 




/Votes from ±Hg 

Editor 



"BONUS FEATURE . " As you probably noticed when you opened this copy 
of POPULAR ELECTRONICS, we have a 16-page "extra added attrac- 
tion" this month. "Stereo Records: Fad or Fulfillment," be- 
ginning on page 67, is a comprehensive evaluation of stereo in 
general and of stereo records in particular. The author, Sidney 
Norinsky, is a rare combination of musician, audiophile, and 
writer. He's been interested in audio matters since the early days 
of hi-fi, and has worked in the electronics and hi-fi fields for 
the last five years. In addition to contributing to most of the 
electronics and mechanics magazines, he has also written a book 
on home movie making. We expect Sid's article to shed new light 
on the confusion surrounding stereo discs. 

DISASTERS AT SEA. Collisions between large ocean-going vessels used 
to be a rare occurrence, but the several serious collisions in 
the past two years point up the need for some radical changes in 
maritime navigational practice. Despite thousands of dollars 
worth of electronic equipment installed on ships, the crashes 
continue. The blame appears to lie not in the electronic devices 
themselves, but in the attitude of ship captains toward them. 
Many times, when a nearby ship is picked up on a radar scope, the 
captain simply tries to steer around it. This practice doesn't 
allow for the other ship's changing course, nor does the captain 
know if the other ship has even sighted him. Another real danger 
to navigation comes from the fact that wooden boats don't make very 
good radar targets. They cause no ' 'pip' ' on the scope, or a very 
weak pip which can often be masked by noise. The solution is simple 
-an inexpensive radar reflector, either metal -painted balloon or 
aluminum sheeting which folds into a compact package when not in 
use. In times of poor visibility, it is unfolded or inflated, and 
hoisted up to the masthead. It will give a solid pip on any radar 
scope. Every wooden sailboat or cruiser which navigates crowded 
sea lanes should carry one. 

In line with the public interest in marine electronics, next 
month's issue of POPULAR ELECTRONICS will. include a 32-page sec- 
tion devoted to electronics afloat. Of interest primarily to the 
small boat owner, this section will cover such nautical topics as 
direction finders, depth meters, autopilots, communications sys- 
tems, etc. 

TEST INSTRUMENT AND HI-FI SERIES. Due mainly to limitations of space, 
neither of our two series of articles on test equipment and hi-fi 
circuitry appear in this issue, but followers of Messrs. Marshall 
and Klein will be reassured to know that both will be back with 
us next month . 




POPULAR ELECTRONICS 



www.americanradiohistorv.com 



EUROPE. ..OR THE FAR EAST? 




choose your travel before you enlist 



Ever had the itch to travel? To explore Paris at 
night? To hunt wild boar in (he forests of Japan? 
To try surf boarding at Waikiki? Skiing in the Swiss 
Alps? Swimming on the Italian Riviera? 

Every year, thousands of American soldiers ex- 
perience the thrill of foreign adventure. Roaming 
far-away corners of (he world that most folks at 
home can never hope to see. Storing up exciting 
memories that'll last a lifetime. 



Many of these Army men chose their own travel. 
And they made their choice before enlistment. 

Sound interesting? Your \rmy recruiter can tell 
you all about Army travel opportunities. This week, 
drop in and talk it over. 



You may enlist in the Army 
for only three years. 



CHOICE . NOT CHANCE U.S. ARM Y 
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RESIDENT SCHOOL CO 




Industry needs Electronic Technicians^ 



Let RCA 



train you in 
Advanced Electronics 




J^fifea/ RCA INSTITUTES, DEPT. PER-69 
350 W. Fourth St., N. Y. 14, N. Y. 

Please send me your FREE catalog of 
Resident School courses in New York. 




ADDRESS. 



CITY ZONE STATE 

For Home Study Courses see ad on opposite page 

10 





Short-Wave Certificates 

■ I have recently seen the March issue of Pop- 
ular Electronics and the Editor's note (Notes 
from the Editor) about short-wave monitoring 
certificates. I consider this one of the best ideas 
for SWL's that I have seen and am submitting my 
application for call letters. 

I have been an SVVL for three years and have 
logged 69 countries, all continents, all states, and 




all call areas. Besides the S-53 and the AR-3, I 
use two transistor receivers for 90-145 mc. and 
20-meter reception. I also hold POP'tronics s.w. 
department monitor card #559 (Short-Wave Re- 
port). 

Paul Katsuki 
Media, Pa. 

■ The idea of a certificate for short-wave listen- 
ers is excellent. Short-wave listening helps all of 
us to get a better understanding of this mixed-up 
world of ours, and anything people can do to 
encourage it is a step in the right direction. 

D. P. Robertson 
Poughkeepsie, N. Y. 

For more details on how to get your certificate, 
see page 87. 

More on TV DX'ing 

■ I just finished reading in your March issue the 
letter from David Parrish in Quebec with regard 
to TV-DX. Enclosed is a photo of a 1500-mile 
DX from Wichita, Kansas. 

I am Western DX Editor for the AIPA, the 
World-Wide TV-DX Club, and have been an ac- 
tive DX'er for over three years now. I have 
logged 127 different TV stations, of which about 
110 are verified either by letters from the TV 
stations or by photos. Some of my loggings, all 
verified, are: CKCW-2 in Moncton, New Bruns- 
wick, Canada, 2900 miles; KONA-2 in Honolulu, 
Hawaii, 2750 miles; WORA-5 in Mayaguez, 

Always say you saw it in— POPULAR ELECTRONICS 
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RCA INSTITUTES offers you the 
finest of home study training. The equipment 
illustrated and text material you pet with each 
course is yours to keep. Practical work with very 
first lesson. Courses for the beginner and the 
advanced student. Pa y-as- vou-learn. You need pay 
for only one study group at a time. 

Send for this 
FREE Book Now f 

FOR RESIDENT SCHOOL COURSES 
SEE AD ON OPPOSITE PAGE 

June, 1959 




SPE-69 



RCA INSTITUTES, Inc. Home Study School 

A Service of Radio Corporation of America 

350 West Fourth Street, New York 14, N. Y. 

Without obligation, tend me FREE 64-poge CATALOG on Home Study 
Courtet. No taletmon will call. 



City Zone . State 

Korean Veltl Enter discharge date 

CANADIANS — Take odvontoge of thete tame RCA courtet at no 
additional cost. No pottage, no customt, no delay. Send coupon to: 

RCA Victor Company. Ltd. 5001 Cote de Liesse Rd Montreal 9, Quebec 
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Letters (Continued from page 10) 

Puerto Rico, 3650 miles; and CMAB-2 in Ha- 
vana, Cuba, 2750 miles. 

My farthest and most recent loggings are: the 
BBC-TV in London, England, over 6000 miles, 




both sound and picture, verified by the BBC; also 
Channel 1, sound only, from France, and sound 
only from Germany's TV station. 

Mrs. Doris Johnson 
Western DX Editor of AIPA 
Long view, Wash. 

He Knows What He Wants 

■ I would like to make two major comments 
about Popular Electronics. 

It is very helpful and stimulating in keeping 



up with some of the newer developments in 
the neld of electronics. However, I would appre- 
ciate more technical detail, it possible, in discus- 
sions of computers, tape recording, etc. (as in 
' L Tape Recording and Industry," p. 41, Nov. Pop- 
ular Electronics). 

I found "Breaking the Language Barrier/' p. 58, 
Nov. Popular Electronics, very interesting, al- 
though more details would be helpful. The ma- 
chine that can do the work described in the article 
must be a tremendous accomplishment which 
should bring many more documents within the 
reach ot not only American scientists, but also 
of many of us who would like to be able to use 
more non-English resources. 

Rev. M P. Watson 
Sherburne, N. Y. 

POP'tronics will strive to continue to provide 
interesting features in every issue. However, we 
find it difficult to include all technical details in 
any one feature without taking space away from 
another. Scope and length of feature stories pre- 
sent a tougfi editorial headache. 

Hi-Fi by the Pound 

■ Congratulations on getting Joseph Marshall to 
do your hi-fi series. I am greatly indebted to Mr. 
Marshall tor having developed his "Golden Ear" 
circuit and for going out of his way to assist me 
with suggestions that helped me put together what 
is probably the largest and most powerful home- 
constructed amplifier in the world. 
The photo shows the amplifier only, one of the 



MICRO 
ELECTRON TUBE 

INTRODUCES FOR THE FIRST TIME 
ANYWHERE A SELECT STOCK OF USED 
TUBES AT A FABULOUS LOW PRICE 



SK . «. . .... '" b "~^ 



All TUBES SENT POSTAGE PAID W 

Please send ?5c handling for order* wn,der $5fSend 25% 
deposit on C.O.D. orders. Send approximate postage on 
Canadian and foreign orders. 



MICRO 
ELECTRON TUBE CO. PO 



P,0, BQX 55 Park Station. Paterson 3, N. J. 
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PUZZLE: FIND AL 



A Is got himself lost in his job. 

lie does his work, lie draws his pay. 
He gripes, and hopes, and waits. But 
the big breaks never seem to come. 

You have to hunt hard lor Al. He's 
in a rut ! 

Then, who's the figure standing out 
in (lie picture? That's Tom. Tom grew 
tired of wailing. He decided to act. He 
took three important steps: 

1. Wrote to I.C.S. for their three fa- 
mous career books. 

2. Enrolled lor an l.C.S. job-related 
course. 

3. Started to apply— on the spot— what 
he was learning. 

The others began to say, "Ask Tom, he 
knows." The supervisor began to take 
notice. The boss began to receive re- 
ports on Tom's progress. And Tom began 
to move! 

It's a fact worth remembering: An 
I.C.S. student always stands out! 

P. S. — You'll find men like Al everywhere 
—griping, hoping, waiting-reading this 
and skipping on. But Forward-looking 
fellows like Tom will take time to inves- 
tigate, will mark and mail the coupon 
and get the three valuable career books 
free. They're men of action, 
short months from now, you 
start to move! 



And a few 
see them 




For Real Job Security-Get an I. C. S. Diploma! I. C. S., Scranton 15, Penna. 



INTERNATIONAL CORRESPONDENCE SCHOOLS 



Accredited Member, 
National Home Study Council 




BOX 03622E, SCRANTON 15, PENNA. 

Without cost or obligation, send me 'HOW to SUCCEED" and the opportunity booklet about the field 



(Partial lisl of 258 courses) 
BEFORE which I have marked X (plus sample lesson): 



ARCHITECTURE 
and BUI LDIING 
CONSTRUCTION 

□ Air Conditioning 

□ Architecture 

O Arch. Drawing and 
Designing 

□ Building Contractor 

□ Building Estimator 

□ Carpenter Builder 

□ Carpenlryand Millwork 

□ Carpenter Foreman 

□ Heating 

□ Painting Contractor 

□ Plumbing 

□ Reading Arch. Blueprints 
ART 

□ Commercial Art 

□ Magazine Mlus. 

□ Show Card and 
Sign Lettering 

□ Sketching and Painting 
AUTO MOT II VE 

□ Automobile 

□ Auto Body Rebuilding 
and Refinishing 

□ Auto Engine Tuneup 

□ Auto Technician 



AVIATION 

□ Aero-Engineering Technology 

□ Aircraft & Engine Mechanic 
BUSINESS 

□ Accounting 

□ Advertising 

□ Business Administration 

□ Business Management 

□ Cost Accounting 

□ Creative Salesmanship 

□ Managing a Small Business 

□ Professional Secretary 

□ Public Accounting 

□ Purchasing Agent 

□ Salesmanship 

□ Salesmanship and 
Management 

□ Traffic Management 
CH ElVtlCAL 

□ Analytical Chemistry 

□ Chemical Engineering 

□ Chem Lab Technician 

□ Elements of Nuclear Energy 

□ General Chemistry 

□ Natural Gas Prod and Trans. 

□ Petroleum Prod, and Engr. 

□ Professional Engineer (Chem) 

□ Pulp and Paper Making 



CI VI L 

ENGINEERING 

□ Civil Engineering 

□ Construction Engineering 

□ Highway Engineering 

□ Professional Engineer (Civil 

□ Reading Struc Blueprints 

□ Sanitary Engineer 

□ Structural Engineering 

□ Surveying and Mapping 
DRAFTING 

□ Aircraft Drafting 

□ Architectural Drafting 

□ Drafting & Machine Design 

□ Electrical Drafting 

□ Mechanical Drafting 

□ Sheet Metal Drafting 

□ Structural Drafting 
ELECTRICAL 

□ Electrical Engineering 

□ Elec Engr Technician 

□ Elec. Light and Power 

□ Practical Electrician 

□ Practical Lineman 

□ Professional Engineer (Elec) 
HIGH SCHOOL 

□ High School Diploma 



□ Good English 

□ High School Mathematics 

□ High School Science 

□ Short Story Writing 
LEADERSHIP 

□ Industrial Foremanship 

□ Industrial Supervision 

□ Personnel-Labor Relations 

□ Supervision 

MECHANICAL 
and SHOP 

□ Diesel Engines 

□ Gas-Elec. Welding 

□ Industrial Engineering 

□ Industrial Instrumentation 

□ Industrial Metallurgy 

□ Industrial Safety 

□ Machine Shop Practice 

□ Mechanical Engineering 

□ Prolessional Engineer (Mech) 

□ Quality Control 

□ Reading Shop Blueprints 

□ Refrigeration and 
Air Conditioning 

□ Tool Design □ Tool Making 
RADIO, TELEVISION 

□ General Electronics Tech. 



□ Industrial Electronics 

□ Practical Radio-TV EngVg 

□ Practical Telephony 

□ Radio-TV Servicing 

RAI L ROAD 

□ Car Inspector and Air Brake 

□ Diesel Electrician 

□ Diesel Engr. and Fireman 

□ Diesel Locomotive 

STEAM and 
DIESEL POWER 

□ Combustion Engineering 

□ Power Plant Engineer 

□ Stationary Diesel Engr. 

□ Stationary Fireman 

TEXTI LE 

□ Carding and Spinning 
f J Cotton Manufacture 

□ Cotton Warping and Weaving 

□ Loom Fixing Technician 

□ Textile Designing 

□ Textile Finishing & Dyeing 

□ Throwing 

□ Warping and Weaving 

□ Worsted Manufacturing 



Name _ 



Age_ 



City- 



Canadian residents send coupon to International Correspondence Schools. Canadian, Ltd,, Montreal, 
-Canada. . . . Special low monthly tuition rates to members of the U. S. Armed Forces. 



June, 1959 



13 



NEW WOLVERINE 

•4£g* series by ^[cC^tCr^lCS. 





Visit your Electro- Voice dealer. Compare the Wolverine system. Whether you're starting fromi scratch 
or converting to stereo, Wolverine components will suit your taste . . . meet your budget. 
Write for complete Wolverine brochure. 
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popular-priced components for trtie high fidelity and superb stereo 1 
Look at the Wolverine feature chart. 

Compare the Wolverine Series' quality features with any high fidelity speaker 

or enclosure. And, compare the PRICE! You can actually get a complete stereo system 

at the price of a single monaural system. 

Only Electro- Voice with its corps of 60 engineering personnel aftd vast 
precision manufacturing facilities can give you so much more value. 



CHOOSE FROM THREE MAGNIFICENT 
AUDIO -ENGINEERED ENCLOSURES 



Step up your system with Wolverine 
treble or high frequency kits. 





THEN ADD 
HF-l STEP-UP KIT 




LATER ADD 

MF-1 STEP-UP KIT 



LANCASTER 



LORAINE 

Direct radiator, folded-horn 
corner enclosure for 12-inch 
speakers plus Step-Up Kitv 
Overall size: 27" high x 20" 
wide x 14" deep. $48,00 



Direct radiator, olong-the-wolf, controlled 
boffte, for 12-inch speakers plus Step-Up Kit* , 
note flexibility for horizontal or verticol use. 
Overall size: 25" high x 20" wide x 14" deep. 

$48.00 

Model 1 10 Accessory legs $8.00 



The loncoster, Loroine, ond-lindon ore 
finished in Blonde, Mahogany, or Wolnut. 





Extends high frequency per- 
formance beyond limits of 
oudibility, for silky precise def- 
inition of oil string ond wood- 
wind instruments. Use with 
Lancaster loroine or Lindon. 
Includes TW-35 VHF driver and 
CR-35 crossover network. 

$20.00 




LINDON \ 
Direct radiator, shelf-type enclosure 
for 8-inch speakers and 2-woy 
separate speaker systems Overall 
size: 11" high x 23V»" wide x 10" deep. 

S34.50 

Lindon also available reody-to-f inish S29.00 






Gives you complete 3-way 
speaker system with increosed 
output ir vital "presence" 
range and smooth, peok-free 
response. Use with Loncoster 
and Loroine. 

Includes MR-10 treble driver 
ond CR-10 crossover network. 

$25.00 




Write to 
Dept. 69-P 



FOREMOST IN ELECTRO- ACOUSTICS— Microphones, Phono-Cartridges. 

High-Fidelity Loudspeakers and Enclosures, Public Address Speakers, 

Marine Instruments, EVI Professional Electronic Instruments and Military Material. 

ELECTRO-VOICE, INC., BUCHANAN, MICHIGAN 

, ■ - 



une, 1959 
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few amplifiers in t he world with four KT-88s. Tf 
weighs 55 pounds. The separate power supply 



how about more of those short tests such as the 
''Frequency Quiz?" I had to really think on some 
of them. 

Charles V. Rriese 
A2C, USAF 




weighs in at an additional SO pounds. Results 
obtained with this equipment have exceeded all 
my expectations. 

C. F. K-'IRSCH 

Radio Station Rocas Del Toro 
Rcpublica de Panama 

<♦ - 

After Class Enthusiast 

■ This is just to let you know that you have a 
new fan. I think you have one of the most inter- 
esting and informative electronics magazines in its 
class. Your article on the Wh'ealstone Bridge in 
Alter Class was just great, and it cleared up many 
misconceptions I had about this test instrument in 
the past. I nope to see more articles on antennas 
such as 'The Vertical Makes a Comeback." And 



Ham Getting Started 

■ Regarding the SSS transistor transmitter, Au- 
gust 1958, ]). 61, I would like to know if it would 
be suitable for a first transmitter. If so, I would 
like to hear some reports on its performance. 

Fred R. Welter 
Maysvillc, Mo. 

The biggest step a ham can make is getting on 
the air. Any transmitter is a good "first" trans- 
mitter. POP'tronics believes the SSS transmitter 
is idea! for a beginner. 

Better Paper 

■ I have been reading Popular Electronics for 
about three years, since I first became interested 
in electronics, and I think the new glossy pages 
make a great improvement in its appearance. The 
photographs are clearer and the drawings are 
easier to understand. 

Wm. W. Gellatly 
Portland, Ore. 

Will's letter was the first of many letters re- 
ceived com men ting on our new paper. The im- 
proved paper stock is only one of the planned 
improvements for POP'tronics. We hope to make 
each issue bigger and better than ever. — (30h 



NOW YOU CAN SECURE A 

HIGH SALARIED • TOP PRESTIGE 
CAREER IN ELECTRONICS 

IN ONLY ONE YEAR! 



ELECTRONICS is the fastest growing industry in America today, creating 
unlimited opportunities for high salaries, with rapid advancement in 
INDUSTRY AND THE ARMED FORCES for Bailey Trained electronic 
engineering technicians. 

LARGE CORPORATIONS from coast to coast, and BRANCHES OF THE 
ARMED FORCES send recruiters to visit each graduating class at Bailey 
Tech, offering unusually high starting salaries. 

BAILEY GRADUATES ARE BEING HIRED for such fascinating and inter- 
esting work as technical salesmen, research and development of guided 
missiles, electronic business machines and automatically controlled 
manufacturing plants, etc., also good RATINGS IN THE ARMED FORCES. 



UP TO SEVEN TECHNICIANS are needed for every engineer . . . this, plus 
superior training is why Bailey Graduates are being paid more to start, 
and are advancing more rapidly than many men who have spent four 
years in training. 

Resident training is easier and costs less than 
you may think! We provide housing and part- 
time jobs while in school, plus free nation- 
wide employment service for graduates. If you 
want to quickly enter America's fastest grow- 
ing and most exciting industry, write for free 
booklet ... no obligation. 



VETERAN APPROVED 

BAILEY TECHNICAL SCHOOLS 

1625 S. Grand • St. Louis 4, Mo. 



Please mail immediately this free booklet without obligation 



Name_ 



Address^ 
City 




This Minneapolis-Honeywell system 
controls hundreds of automatic man-' 
ufacturing operations. Experience 
on live equipment is emphasized at 
Bailey and is another reason for the | 
tremendous backlog of high pay posi- 
tions waiting BAILEY GRADUATES. 

MAIL TODAY- 
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WE'RE LEARNING 
WHY TWO EARS 

ARE BETTER THAN ONE 




Mich speaker is making the sound? In echoless chamber at Bell Labs, Robert Hanson 
measures test subject's ability to localize sounds - observes how two ears operate in 
partnership. This and other tests may point the way to better telephone instruments. 



In listening to stereophonic music, how is 
it that our ears and brain construct a 
picture of the entire orchestra with but 
two samples (the sounds from two 
speakers) to work with? 

How is it that our ears and brain are 
able to pinpoint one voice in a roomful 
of talkers— to listen to it alone and ignore 
the rest? 

What makes two ears better than one? 

Bell Telephone Laboratories scientists 
are searching for the answers. Fur, in 
finding ihem, better telephone instru- 
ments and better ways of transmitting 
sound will surely result. 

Our hearing performs feats that no 
electronic system can yet duplicate. How? 
Laboratories scientists believe the secret 



lies in the way our two ears function in 
partnership and in the way our neural 
network connects them with our brain. 
The problem: to discover what functions 
the network performs and to see whether 
electronic duplication might enhance 
understanding. 

The work is under way. Electronic 
circuits that simulate the operation of 
nerve cells have already been created — 
and conceptual models of the neural net- 
work are being constructed. 

Alexander Graham Hell's interest in 
deafness and hearing led to the invention 
of the telephone. Hell Laboratories' cur- 
rent explorations in binaural sound may 
well lead to important new advances in 
the transmission of speech and music. 




BELL TELEPHONE LABORATORIES 

WORLD CENTER OF COMMUNICATIONS RESEARCH AND DEVELOPMENT 



June, 1959 
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DEMAND QUALITY 
USE INTERNATIONAL 

CITIZENS 

j equipment 





FO-200 TRANSMITTER 




BATTERY 
OPERATED! 



Designed for stable operation 
tolerance .005%. Uses 1 L4 oscilla- 
tor, 3A4 final amplifier. Plenty of 
power. Size 3"x4"x3V 2 ". Requires 
1.5V @ 300 ma, 135V @ 20 ma. 
FO-200, wired with tubes and 

crystals (less batteries) . $34.95 
FO-M2 case for FO-200 .. $10.95 
FO-A2 base loaded whip antenna 

for 27 MC $6.40 



SPECIAL FO-1 50 KIT 

.01% tolerance battery operated 
transmitter kit less tubes and crystal 
for operation on 27 MC or 28 MC 
(similar in appearance 

to FO-200) $14.95 

FA-5 .01% Crystal 

For FO-1 50 specify frequency $4.00 




F0-27 
TRANSMITTER 

* 27 MC. Toler- 
ance .005%. 
Fixed tuned. Specify 
channel when ordering. Complete 
with crystal and tube . $14.95 



HOW TO ORDER: 

Order direct from International Crystal, 
address below. Terms F.O.B. Oklahoma 
City. Other shipments C.O.D. On C.O.D. 
orders of $25.00 or more, y 3 down pay- 
nent with order is required. 



INTER 



CRYSTAL MFG . CO,, HC/ 



18 N. LEE 
OKLAHOMA CITY, OKLA. 



Bookshelf 



1 




"FUNDAMENTALS OF NUCLEAR EN- 
ERGY AND POWER REACTORS" by 

Henry Jacobowitz. Published by John F. 
Rider, Inc., 116 West 14th St., New York 
11, N. Y. 144 pages. Soft cover. $2.95. 

This is a very clear, non-mathematical 
explanation of nuclear energy written for 
the interested layman. Fundamentals of 
atomic and nuclear physics necessary to 
an understanding of nuclear reactors are 
covered, and the theory and construction 
of power-producing reactors are then ex- 
amined. The many clear diagrams and 
photographs accompanying the text add a 
great deal of interest to this important and 
exciting subject. If you want a basic under- 
standing of the atom and reactor principles, 
this is the book for you. 

O O 

n IOI WAYS TO USE YOUR SWEEP GEN- 
ERATOR" by Robert G. Middleton. Pub- 
lished by Howard W. Sams and Co., Inc., 
Indianapolis 6, Ind. 138 pages. $2.00. 

The first of a new series on how to use 
test equipment, this book admirably covers 
the uses of the sweep generator. Although 
written primarily from a practical stand- 
point, some theory is included. 

As the title implies, 101 uses of the sweep 
generator are described, with block dia- 
grams showing the required hookups for 
each. Applications include checking other 
test equipment, making antenna tests, r.f. 
and i.f. tests, video, sound, and color-TV 
tests. This book is recommended to owners 
of sweep generators who want to get the 
most out of them. 

O S2> 
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"WORKING WITH THE OSCILLOSCOPE" 

by Albert Saunders. Published by .Elec- 
tronic Technical Publishing Co., Inc., Bos- 
ton, Mass. 93 pages. Soft cover. $4.50. 

Most books on the oscilloscope are aimed 
at the professional or semi-professional in 
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PREPARE FOR YOUR F. C. C. LICENSE -YOUR TICKET 
TO A BETTER JOB AND HIGHER PAY! 



F.C.C. LICENSE — THE KEY TO BETTER JOBS 

An F.C.C. commercial (not amateur) license is your ticket to 
Ugher pay and more interesting employment. This license is Federal 
Government evidence of your qualifications in electronics. Em- 
ployers are eager to hire licensed tecfinicians. 

WHICH LICENSE FOR WHICH JOB? 

The THIRD CLASS radiotelephone license is of value primarily 
n that it qualifies you to take the second class examination. The 
icope of authority covered by a third class license is extremely 
imitcd. 

The SECOND CLASS radiotelephone license qualifies you to 
irstall. maintain and cperate most all radiotelephone equipment 
encept commercial broadcast station equipment. 

The FIRST CLASJ: radiotelephone license qualifies you to 
irstall. maintain and operate every type of radiotelephone equipment 
(except amateur) including all radio and television stations in the 
United States, its territories and possessions. 'I his is the highest class 
of radiotelephone license available. 

GRANTHAM TRAINING PREPARES YOU 

The Grantham Communications Electronics Course prepares you 
for a FIRST CLASS F.C.C. license, and it docs this by TEACH- 
ING you electronics. Each point is covered simply and in detail, 
with emphasis on making the subject easy to understand. The 
organization of the subject matter is such that you progress, stcp- 
by-step, to your specific objective — a first class F.C.C. license. 

CORRESPONDENCE OR RESIDENCE CLASSES 

Grantham training is available by correspondence or in resident 
classes. Either way (resicence or correspondence), we train you 
quickly and well — no previous training required. Even a beginner 
may qualify for his first class license in a relatively short nine. 

THREE COMPLETE SCHOOLS t To better serve our many students 
throughout the entire country, Grantham School of Electronics 
maintains three complete schools — one in Washington, D.C., one 
in Hollywood, Calif., arJ one in Seattle, Wash. All schools offer 
ilie same rapid courses in F.C.C. license preparation, either home 
study or resident classes. 




This booklet 



This free booklet gives 
details of our training 
and explains what an 
F.C.C. license can do 
for your future. 



Upgrade Your Income with a First Class 

F.C. C. LICENSE 

HERE'S PROOF... 

that Grantham students prepare for F.C.C. examinations in a 
minimum ot time. Here is a list of a few of our recent graduates, 
the class of license they got, and how long it took them: 





License 


Weeks 




1st 


12 


Everett T. Bozard. 411 N. Wash. St., Alexandria, Va 


1st 


12 


Henry M. Best, 1003 Vermont St., Fremont. N. C. 


. 1st 


11 


Harold V. Jones. P.O. Box 705. Alamogordo, N. M 


. 1st 


13 


Michael F. Aperio. 916 Townsend St., Chester, Pa. 


1st 


12 


Ear! A. Stewart, 3918 Modesto Or., San Bernardino, Calif. , , . 


1st 


14 


Donald L. Leeburg, Box 1D75. Anchorage. Alaska 


1st 


12 


J. Milton Condit, 1312 N. 78th Street, Seattle, Wash. . 


1st 


8 


John R. Bahrs. 72 Hazelton St., Ridgefield Park, N. J. ....... 


1st 


12 


Richard Baden, 4226 - 37th St.. N.W.. Washington. D.C 


1st 


12 


James F. Stewart, 261 8 V 2 Prospect Ave , La Crescenta, Calif.. 


1st 


12 


Norman R. Cook. 130 Olive Street, Neodeska, Kans 


1st 


12 



GRANTHAM 


SCHOOL OF ELECTRONICS 1 




821 - 19th Street, N.w7^ 3 

Washington. D.C. JlF 

1505 N. Western Ave. B 
um j r ri < HO 7 7727 j '3 
Hollywood, Calif. p 

408 Marion Street . ^ ^1 


^^^^^^ 


c »i w i, < MA 2 7227) ft 
Seattle, Wash. ^ ,^ 




(Mail in envelope or paste on postol card) 



B2 \ - 19th. XW J.-|i>> V UVsu-rr 

Washington • Hollywood 



408 Marion 

Seattle 




Gentlemen: 

Please send me your free booklet telling how I can get my com- 
ercial F.C.C. license quickly. I understand there is no obligation 
and no salesman will call. 



Name... 



-Age 



,'ty 



State 



I am interested in: □ Home Study, Q Resident Classes 93-G 



June. 1959 



19 



www.arnericanradiohistorv.corn 



a quarter century of PRECISION' 
know-how is yours in . . . 



Bookshelf 



(Continued from page 18) 



P A C O 



quality electronic 
equipment in KIT FORM 



PACO is the only line of test instrument 
kits engineered and produced under the 
auspices of a leading test equipment 
and meter manufacturer. 

and, you pay nothing extra for the con- 
venience of buying PACO kits directly 
from your own local parts distributor. 

COMPARE PACO against any other kits 
for performance, appearance, rugged- 
ness, ease of operation and simplicity 
of assembly and wiring. 

COMPARE PACO'S superbly detailed, 
step-by-step instruction manuals and 
giant size wiring diagrams, against any 
you have ever seen. 

MODEL B-10 

BATTERY ELIMINATOR KIT 

KIT NET PRICE; $41.95 
FACTORY WIRED: 49.50 
MODEL C-20 

RES-CAP-RATIO BRIDGE KIT 

KIT NET PRICE: $20.95 
FACTORY WIRED: 31.50 
MODEL G-30 

RF SIGNAL GENERATOR KIT 

KIT NET PRICE: $28.50 
FACTORY WIRED: 39.95 
MODEL M-40 

HIGH SENSITIVITY V-O-M KIT 

KIT NET PRICE: $31.50 
FACTORY WIRED: 
MODEL S 50 
5" OSCILLOSCOPE KIT 

KIT NET PRICE: 
FACTORY WIRED: 
MODEL S-55 

WIDEBAND 5" OSCILLOSCOPE 

KIT NET PRICE: $87.50 
FACTORY WIRED: 139.50 
MODEL T-60 
TUBE CHECKER KIT 

KIT NET PRICE: $38.75 
FACTORY WIRED: 54.50 
MODEL T-65 

TRANSISTOR AND CRYSTAL 
DIODE TESTER KIT 

KIT NET PRICE: $39.95 
FACTORY WIRED: 59.50 



37.50 



$49.50 
84.50 



MODEL V-70 

VACUUM TUBE VOLTMETER KIT 
KIT NET PRICE: $31.50 
FACTORY WIRED: 47.50 
MODEL Z 80 

RF-AF SIGNAL TRACER KIT 

KIT NET PRICE: $29.50 
FACTORY WIRED: 42.50 
^Available and on display 

at leading electronic parts distributors. 
► Write for free descriptive bulletin 




G-30 



M-40 



S-50 




S-55 




T-60 




V-70 




PACO 



ELECTRONICS CO., INC. 
70-31 84th Street, Glendale 27, L.I., N.Y. 

Export: 458 B'way. N. Y. 13 • Canada: Atlas Radio Corp., lot onto 19 
*A DIVISION OF PRECISION Apparatus Company, Inc. 
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electronics, and provide information for 
setting up the oscilloscope in various 
esoteric circuits to determine phase shift 
angle, waveform distortion, etc. However, 
for the beginner, there has been precious 
little information available on basic func- 
tioning: how to turn the scope on and off, 
focus it, and adjust the trace to observe 
the desired waveform. 

This book, therefore, fills a long-felt need. 
A perusal of its chapters, and their step- 
by-stop profusely illustrated treatment of 
the oscilloscope, its functions and opera- 
tion, cannot fail to clarify the intricacies of 
this most useful electronic tool for the 
newcomer. This book deserves a prominent 
place in the library of every Popular Elec- 
tronics reader. 

O ^ O 

"FIFTEEN MINUTES TO STEREO," pub- 
lished by General Electric Co., Auburn, 
New York. 26 pages. Soft cover. 25 cents. 

In non-technical language, this booklet — 
which is available from your hi-fi dealer — 
covers the "why" and "how" of stereo hi-fi 
stereo components, and typical component 
system arrangements for varied home set- 
tings. It also contains a glossary of stereo 
hi-fi terms and a basic stereo record guide. 
Illustrations include simplified diagrams 
showing recording and reproduction of 
stereo records, explanatory pictures of com- 
ponents, 'and diagrams showing speaker 
placement for best stereo perspective. 

O O 

"DESIGNING AND BUILDING HI-FI 
FURNITURE" by Jeff Markell. Published 
by Gernsback Library, Inc., 154 West 14th 
St., New York 11, N. Y. 224 pages. Paper 
cover. $2.90. 

In this book, Jeff Markell (a frequent 
contributor to Popular Electronics) guides 
the hi-fi fan through such fundamentals of 
hi-fi furniture construction as what woods 
to choose and what tools to use, to the 
highly developed skills of professional fin- 

| ishing, polishing, and retouching. On the 
way he expounds helpfully on furniture 
styles, good design, placement, and repair. 
Although no construction plans are in- 
cluded, this book fills a long empty niche 

i in hi-fi woodworking bibliography. —jSOh 
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Just off the press . . . newly revised and up-to-date 
Send (or this FREE Booklet today! 

• See what can b> yours in the rapidly fxpanding field of... 

ELECTRONICS 



including: 

AUTOMATION, INSTRUMENTATION, 
INDUSTRIAL ELECTRONICS, 
AERONAUTICAL ELECTRONICS, 
GUIDED MISSILES, RADAR, 
SERVOMECHANISMS, COMPUTERS, 
ASTRONAUTICS, TELEMETERING, 
COMMUNICATIONS, MANUFACTURING. 

Electronics offers you 

• Better Job • Beffer Pay 

• Promofion • Greater Security 

• Greater Confidence • Better Living for 
You and Your Family 

You can qualify for CREI home study training if 
you have had electronic education, or experience 
in electronics — and realize the need of high level 
technical knowledge to make good in better 
electronic jobs. (Electronics experience not re- 
quired for admission to CREI Residence School.) 
Write Capitol Radio Engineering Institute, Dept. 
126 F, 3224 16th St., N.W., Washington 10, D. C. 



iiiyiiiiiiLiij 
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BXiBCrrROBilOS 
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RAOA* « OUtDtU M-»»H.C* • SCKVO * 

ceMPLrrefts • aeronautical • * 

MOADCASTIN6 AM FV TV • jf 
MILITARY ■ NAVY «CAA • 



TAKE A MINUTt TO MAIL THIS COUPON FOR FREE BOOKLET! 



CAPITOL RADIO ENGINEERING INSTITUTE 

EG I'D Ameditcd Technind Jnsfihtte Curriru'u • Founded 1027 
Dept. 126-F, 3224 16th St., N.W., Washington 10, D. C. 

Please send mo your course outline and FREE illustrated Booklet "Your 
Future in the New World of Electronics" . . . describing opportunities and 
CREI home study courses in Practical Electronic Engineering Technology. 

. Q Radar, Servo and Computer Engineering Technology 

CHECK I □ Elect ronic Engineering Technology 

FIELD OF I □ Broadcast (AM, FM, TV) Engineering Technology 

GREATEST / Television Engineering Technology |^ 1 

INTEREST 1 [J Aeronautical Electronic Engineering Technology 

/ □ Automation and Industrial Electronics Engineering Technology 

Name. Age 

Street 

City Zone State 

CHECK: □ Home Study □ Residence School □ Korean Veteran 



TO OBTAIN FAST, IMMEDIATE 
SERVICE AND TO AVOID DE- 
LAY, IT IS NECESSARY THAT 
THE FOLLOWING NFORMA- 
TION BE FILLED IN: 

Employed by 

Type of 
Present Wor< 

Education: 

Yrs. High School 

Other 

Electronics 
Experience 
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Save Half 
ASSEMBLING 

ONE OF THESE TWO 

ELECTRONIC 

ORGANS in KIT form 

"CONCERT" "CONSOLETTE" 



NO SPECIAL SKILLS 
PAY KIT-BY-KIT 






CONSOLETTE MODEL 






Occupies only 2' x 3'2" 






Floor Space 



HANDSOME ASSEMBLED CONSOLES 

DOUBLE KEYBOARDS- 122 KEYS 

ABOVE-KEYBOARD TABS 

CONCERT MODEL CONFORMS TO A G 0 

SPECIFICATIONS. Occupies 3'5" x 47" Floor Space 

BUILT-IN SPEAKERS OPTIONAL 

(For Consolette Model only) 

COMPLETE DETAILED INSTRUCTIONS 
FREE— NEW 1959 EDITION of 16-page 
BOOKLET DESCRIBING BOTH MODELS 
10" LP RECORD DEMONSTRATING BOTH MODELS 
available for $2, refundable on receipt of order 

Write today—see what fine instruments 
you can have at such great savings. 

The SCHOBER ORGAN CORP. 

2248-X Broadway, New York 24, New York 



IT'S QUALITY for STEREO 
QUAL-KITS are EASIEST 



l 



COMPLETE 36-Watt STEREO 2 CHANNEL AM- 
PLIFIER . . . with the smart, slim look in Hi-Fi. 2 
preamps, 2 power amps. Controls all stereo mon- 
aural sources (tapes, records, tuners). Separate 
ganged base and treble controls, balance control, 
mode switch, rumble filter, speaker phasing 
switch. 6 dual inputs, tape output, etc. 



Tmrnm I t "nisi t 

ft mm : UMPL 



24 WATT STEREO AMPLIFIER 

complete 2 amps and 2 preamps 
Model STA-24 S3 9- 9 5 



I IDEAL SECOND AMPLIFIER 

' tor stereo 12 watt Williamson type 
| Model 2200 S22.75 



Model 1000 AM-FM Tuner S31.85 

STEREO TWINS 
Model 11O0 FM Tuner S25.5Q 
Model 1200 AM Tuner SI 9. 95 



1 MODEL 2000 

| 12 Watt Amp and Preamp S28.50 

I Radios Complete with Tubes & Cabinet 

I Modal 250 Superhet. AC-DC $16.45 

I Model350 2 band. BC & SW S19.75 



And they huve t 
mini nil) 1 1 mkes ii 
ii.clmlrd in till u 



QUALITY-ELECTRONICS 

319 Church St. DeplJJjjNew York 13, N. Y. 




"SEIZERS"— A NEW TOOL 

A new type of tool especially designed for 
working with miniaturized components has 
recently been announced by Xcelite, Inc., 
Orchard Park, N. Y. Called a "seizer," it is 




similar to a surgical hemostat. It will hold 
small parts and wires while soldering, and 
it makes an ideal heat sink. Both long-nose 
and bent-nose models are available. 

TIMER KITS 

Herbach & Rudeman Inc., 1204- A Arch 
St., Philadelphia 7, Pa., has added a new 
series of Harco timer kits to its line. They 
are available in cycle lengths from 60 sec- 
onds up to one revolution per hour for use 
in process control, life testing, pulsing and 
flashing. The timers, which can also be 
supplied completely assembled, use a heavy- 




duty, 115-volt 60-cycle synchronous motor. 
For complete information and specifica- 
tions, write to the manufacturer requesting 
Catalog R. 

STEREO ADAPTER 

A unique device for converting to stereo 
has recently been developed by Bard Rec- 
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Audiotape "speaks for itself" in a spectacular recording 
-available in a money-saving offer you can't afford to miss! 



DETAILS OF THE PROGRAM 

The stirring "Blood arid Thunder 
Classics" program includes: 

Tschaikowski .. .Russian Dance 

Sibelius .from Finland ia 

de Falla Dance of Terror, Ritual 

Fire Dance (El Amor 

Brujo) 

Brahms from Symphony No. 4 in 

E Minor 
Khatchaturian. . Siber Dance 
Stravinski Infernal Dance of King 

Kastchei, Finale 

(Firebird Suite) 
Beethoven Ode to Joy (Symphony 

No. 9 in D Minor) 

DETAILS OF THE OFFER 

This exciting recording is avail- 
able in a special bonus package 
at all Audiotape dealers. The 
package contains one 7-inch reel 
of Audiotape (Type 1251, on 1V 2 - 
mil acetate base) and the valu- 
able "Blood and Thunder Clas- 
sics" program (professionally 
recorded on standard Audiotape) . 
For the entire package, you pay 
only the price of two boxes of 
Type 1251 Audiotape, plus $1. 



Here's a reel of musical excitement that belongs on 
every tape recorder. "Blood and Thunder Classics" is 
a program of great passages of fine music, specially 
selected for their emotional impact. 

The makers of Audiotape have not gone into the 
music business. They are simply using this method to 
allow Audiotape to "speak for itself." This unusual 
program shows you how vibrant and colorful music 
can be when it is recorded on Atidiotape. 

"Blood and Thunder Classics" is available right 
now from Audiotape dealers everywhere. (And only 
from Audiotape dealers.) Ask to hear a portion of 
the program, if you like. Then, take your choice of a 
half-hour of rich stereo or a full hour 
of dual-track monaural sound — both 
at 7V 2 ips. Don't pass up this 
unusual opportunity. 



I 0 m "it speaks for itself" 

ff u ft tor ft 

AUDIO DEVICES, INC., 444 Madison Ave.. N. Y. 22, N. Y. 

In Hollywood: 840 N. Fairfax Ave. • In Chicago: 5428 N. Milwaukee Ave. 
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NOW WITH NEW 



MAGNETS 

(30% MORE POWERFUL THAN ALNICO) 




...AND A NEW LINE OF 
ACOUSTICALLY MATCHED ENCLOSURES 

The world's greatest buys on the basis of listening 
quality, the new T-7 series of 5" to 12" loudspeakers 
incorporates magnets of Ticonal-7 steel, the most 
powerful of magnet alloys, for maximum efficiency and 
damping . . . dual cones for wide frequency response . . . 
constant impedance resulting in an extremely straight 
response curve . . . longer effective air-gaps and extra 
high flux density to provide exceptional transient 
response and to eliminate 
ringing and overshoot. For 
descriptive literature write to 
North American Philips Co., Inc., 
High Fidelity Products Division, 
Dept. 3F6, 230 Duffy Avenue, 
Hicksville, Long Island, New York. 




products 

{Continued from page 22) 

ord Company, Inc., 66 Mechanic St., New 
Rochelle, N. Y. The Bard system consists 
of a preamplifier control unit with a built- 
in phono oscillator. One of the stereo chan- 
nels is played on your mono hi-fi system 




and the other can be picked up on any 
broadcast radio. No interconnecting wires 
to the radio are necessary. The control 
unit is self-powered and provides channel 
balance facilities. Price, $29.95, including a 
ceramic stereo cartridge. 

FLYBACK AND YOKE CHECKER 

Manco Mfg. Co., 380-A Union St.. Man- 
chester, N. H., has a transistorized flyback 
and yoke checker for TV technicians. A 
positive check with a measured impedance 
can be made to determine whether the 
trouble is with the damper circuit, horizon- 



* v\ "f i* 
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tal oscillator, flyback or yoke. A booklet 
entitled "Trouble Shooting High Voltage 
Networks" accompanies the unit. Price, 
$17.95. 

TAPE SPEED CHECKER 

Quick and accurate checking of tape 
speeds is possible with a stroboscopic de- 
vice developed by Scott Instrument Labs, 
Inc., 17 E. 48th St., New York 17, N. Y. 
Under 60-cycle light sources, markings on 
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WE'RE MAKING IT EASIER THAN EVER TO BECOME A WELL PAID 

RADIO -TELEVISION SERVICE TECHNICIAN 
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G COMPLETE KITS 
PARTS & EQUIPMENT 



If »nu learn fast the practical xide 
of Radio 1 ele vision, we 
Hvnd you ex partly enpi- 
jp$£, neemi training kits to 
Mh|L test and anscrnhle for 




c w Spr ayben 
Training Television Re- 
ceiver, huilt and U^ted 
in 5 sections 



• You build thiK |>owerful 
two- Itand *up«»rhelero- 
dyn« radio rvoei ver. 




■•iver. 



* * * * This great industry is begging 
for trained men ... to step into good paying jobs 
or a profitable business of their own! Our new 
plan opens the doors of Radio-Television wide to 
every ambitious man who is ready to act at once! 

Men by the thousands . .trained Radio-Television Service Techni- 
cians . . . are needed at once! Perhaps you've thought about entering 
this interesting, top paying field, but lack of ready money held you 
back. Now — just $6 enrolls you for America's finest, most up to 
date home study training in Radio-Television! Unbelievable? No, 
the explanation is simple! We believe Radio- Television must have 
the additional men it needs as quickly as possible. We are willing to 
do our part by making Sprayberry Training available for less money 
down and on easier terms than ever before. This is your big oppor- 
tunity to get the training you need... to step into a fine job or your 
own Radio-Television Service Business. 

Complete Facts Free— Act Now; Offer Limited 

Only a limited number of students may be accepted on this liberal 
and unusual basis. We urge you to act at once., .mail the coupon be- 
low and get complete details plus our big new catalog and an actual 
sample lesson — all free. No obligation . . .no salesman will bother you. 

HOME STUDY TRAINING IN SPARE TIME 

Under world-famous 27-year old Sprayberry Plan, you learn entirely 
at home in spare time. You keep on with your present job and income. 
You train as fast or as slowly as you wish. You get valuable kits of 
parts and equipment for priceless shop- bench practice. And every- 
thing you receive, lessons and equipment alike, is all yours to keep. 

LET US PROVE HOW EASILY YOU CAN LEARN! 

Radio-Television needs YOU! And Sprayberry is ready to 
train you on better, easier terms, that any ambitious man can 
afford. Just $6 starts you! Mail coupon today ... let the facts 
speak for themselves. You have everything to gain. Let Us 
prove the kind of opportunity in store for you! 



You build the 
new Spray- 
berry teBtcr 
a complete 
: 18 range 
\ Volt -Ohm - 
\\ Milii ».m- 
met«>r tewi 
meter. 



SPRAYBERRY Academy of Radio-Television 

1512 W. Jarvls Avenue, Dept. 105 W Chicago 26, Illinois 



Moil This Coupon Now—fto Salesman Will Call 



Sprayberry Academy of Radio-Television 

Dept. 105-W. 1512 W. Jarvls Ave., Chicago 26, III. 

Please rush all information on your ALL- NEW Radio-Tele- 
vision Training Plan, i understand this does not obligate me 
and that no salesman will call upon me. Include New Cat- 
alog and Sample Lesson FREE. 




June, 1959 
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Choose 



55i 



Xfrtlli 



fond Tools ...the Ptofesshn$ls do! 



You need the BEST TOOLS 
to do the BEST JOB . . . 




Your Radio, TV and 
Electronic Parts Distributor has them ! 

Select from the Complete XCELITE Line of 
Quality Tools and Handy Kits . . .^^^ 



ORCHARD PARK , NEW YORK / ZfftiCJty fTOH^/OOCai 

C«n«d«! ChM«W.Pointon. Ltd.. Toronto /PREFERRED BY THE EXPERTS/ 




"Yeowie! Here's a whole chest 
full of Jensen Cartridges!" 



products 

{Continued from page 24) 

the wheel disc of the 4, Tapc Strobe" appear 
1o stand still if the tape is moving past the 
capstan at correct speeds: l l/ 2 ips, 15 ips, 




and 30 ips. If the pattern seems to be turn- 
ing forward or backward, the tape is off 
speed. Complete with case, $22.50. 

RECHARGEABLE FLASHLIGHT 

Gultov hidusfries, Inc., Alkaline Battery 
Division, Mctuchen, N. J., announces the 
development of 
a new recharge- 
able flashlight. 
The "Life-Lite" 
never needs 
battery replace- 
ment since it 
can be recharged 
by inserting it 
into an ordinary 
outlet. Nickel 
cadmium b a t - 
teries are used. 
Price, $5.95. 

TAPE RECORDER ERASE HEADS 

Erase heads designed for use with mon- 
aural and stereo two-track and four-track 
tape systems are being offered by Nortron- 
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ics. They feature an all-metal face which 
produces 56 db erasure. Model ME -100, a 
two-track erase head, is priced at $7.50; 
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Accredited by the National 
Home Study Council 



FCC 

Commercial 

License 
Exams 



Get Your FCC License 
Quickly 



We Guarant 



Get all 3 



to tram, yoju 
until you reteive 

FREE 



our FCC License 



We guarantee 

to train you until you receive 
Your FCC license 

—or your money bock 

The Master Course in Electronics will provide you with the 
mental tools of the electronics technician and prepare you 
for a First Class FCC License (Commercial) with a radar 
endorsement. When you successfully complete the Master 
Course, if you fail to pass the FCC examination, you will 
receive a full refund of all tuition payments. 

Cleveland Institute training results in job offers 
like these: 




Cleveland Institute of Radio Electronic* 



Desk PE-52, 4900 Euclid Ave., Cleveland 3. Ohio 



| riease send Free Booklets prepared to help me 



Radio Operators & Technicians 

American Airlines — Chi- 
cago, Detroit. St. Louis. 
Cincinnati and Cleveland 
— has openings for radio 
operators and radio me- 
chanics. Operators must 
have a 2nd class FCC li- 
cense and ability to type 
40 wpm. Many company 
benefits. 



Service Technician 

Man needed in Cleveland. 
Ohio, to service and 
maintain electronic medi- 
cal instruments and 
equipment. Must have a 
solid knowledge of elec- 
tronic fundamentals. A 
car is required. Company 
benefits include retire- 
ment plan. 



I 



get ahead in Electronics 
experience in Electronics as 



have had training or 
icated below: 



□ Military 

□ Radio-TV Servicing 
Q Manufact uring 

□ Amateur Radio 



Q Broadcasting 

□ Home Experiment ing 

□ Telephone Company 

□ Other 



In what kind of work 
are you now engaged? 



And our trainees get good jobs 

"investment in training really pays off" 

"Thought you would like to know that in almost two 
years since I completed your course and obtained my 
first phone license, my pay has increased $5 per week 
every six months. I don't believe any other investment 
could pay off as well as this one did. " 

Harold E. Phipps, North Augusta, S. C. 

Cleveland Institute of Radio Electronics 



In what branch of 
Electronics are you 
interested 7 



I 



Name - 



~Age_ 



I Address- 
| City 



_State_ 



4900 Euclid Ave. 
J we, 1959 



Desk PE 57, 



Cleveland 3, Ohio 
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products 



BACH 

OR 

BE-BOP 




On patio, lawn, or poof... 
enjoy outstanding 
high fidelity sound with 
University's weatherproof 
dual- range 'LC speaker systems 

The exceptionally efficient 'LC speakers 
connect to your amplifier, phonograph, 
radio, or TV., .to cover any area you desire 
with high volume quality sound. Leave in 
place rain or shine, season after season . . - 
they're rugged and dependable. Each model 
is a true coaxial speaker with separately 
driven woofer and tweeter. For complete 
details, write Desk A-°. University 
Loudspeakers, Inc., White Plains, N.Y. 

28 



Model MIC compact, 
fiberglas reinforced 
polyester. $34.50 



Model BLC: tor wider 
coverage. All metal 
construction. $53.70 




{Continued from page 26) 

Model SE-100. a stacked stereo two-track 
erase head, and Model SE-50, for four-track 
tape systems, are each $12.50, audiophile 
net. (The Nort tonics Company, Inc., 1015 
South Sixth St., Minneapolis 4, Minn.) 

PRINTED-CIRCUIT REPAIR COMPOUNDS 

Technicians and experimenters will be 
interested in two new Walsco products that 

facilitate re- 
pairs of printed 
circuits. "Sil- 
ver Print" and 
"Copper Print" 
are liquid com- 
pounds that can 
1)0 used to 1ouch 
up printed cir- 
cuits around 
eyelets, parts, 
etc. More de- 
tailed informa- 
tion is available 
from distributors or from Walsco Elec- 
tronic Manufacturing Co., 100 West Green 
St., Rockford, 111. 

METER RELAYS 

Two new panel meter relays — Model 195 
(2W) and Model 95 (3V 2 ")— are available 
with microamp, 
m i 1 1 i a m p and 
millivolt sensi- 
tivities, a.c. and 
d.c. They have 
varied uses in 
all types of 
equipment. For 
in formation on 
specific applica- 
tions you can 
write to the 

manufacturer*. Simpson Electric Company, 
5200 W. Kinzie St., Chicago 44, 111. 

TAPE CLEANER KIT 

It's much easier to keep your tapes and 
tape recorder head clean if you use a "Tape- 
Kare Kit TK-2," offered by Robins Indus- 
tries Corp., Flushing 54, N. Y. This little kit 

I consists of a specially formulated cleaner 
for removing dirt, grime, and oxides l'rom 

' recording heads and a tape cloth which rids 
the tape of foreign particles and lubricates 

1 it with a microscopic layer of silicone at the 

1 same time List price, $2.00. -0- 
Always say yaj saw it in— POPULAR ELECTRONICS 




www.americanradiohistorv.com 



EARN MORE MONEY... GET INTO 

TELEVISION 

ELECTRONICS — RADIO 



learn AIL 8 PHASES in ONE MODERN HOME-STUDY COURSE 

At Home — In Spare Time 



YOU GET ALL THIS NEWEST 
PRACTICAL EQUIPMENT 

• Parts to build a modern TV set. including 
all tubes plus a large screen Picture Tube 

• Parts tc build a powerful Stipcrhet Receiver, 
standard broadcast and short wave 

• Parts to conduct many experiments and build 
Continuity Checker. RF Ocillator. TV Circuits, 
Audio Oscillator, TRF Receiver. Signal Generator 

• A Valuable Professional Multitester ^ 




YOUR NATIONAL SCHOOLS TELERAMA COURSE COVERS ALL 8 PHASES 



1. TELEVISION, INCLUDING COLOR TV 

2. RADIO, FM AND AM 

3. INDUSTRIAL ELECTRONICS 

4. SOUND RECORDING AND HI FIDELITY 



5. PREPARATION FOR FCC LICENSE 

6. AUTOMATION 

7. RADAR AND MICRO WAVES 

8. COMMUNICATIONS 



YOU ARE NEEDED IN THE TELEVISION-ELECTRONICS-RADIO INDUSTRY! 

You can build a secure future for yourself if you get into Elec- 
tronics NOW! Today's shortage of trained technicians creates 
tremendous opportunities. National Schools Shop-Method trained 
technicians are in constant and growing demand for high-pay jobs 
in Broadcasting and Communications, Electronic Research, Ser 
icing and Repair, and many other branches. 



— many other material* and services 

— consultation privilege with our 
qualified staff, ami Graduate Em- 
ployment Service. EVERYTHING 
YOU NEED for outstanding .success 
in electronics. 



Let National Schools, a Resident 
Technical School for over 50 years 
train you for today's unlimited op- 
portunities in electronics! Our Shop 
Method trains you to be a MA5THK- 
TFCIINICIAN. Completely up to 
date, developed by experienced in- 
structors and engineers, jour Tele- 
rama Course will teach you all phases 
of tiie industry quickly, clearly and 
correctly. You can master the most 
modern projecis, such as Color TV, 
printed circuits — even prepare for 
FCC License without taking a special 




course. You can handle sales, scrvii 
ing, manufacturing, or make good 
money in jour own business. SEND 
FOR TACTS TODAY! 
EARN AS YOU LEARN. Many of our 
students earn their entire tuition and 
more in Spare Time jobs we show 
them how to do while learning. 

YOU GET EVERYTHING YOU NEED — 

Clear, profusely illustrated lessons, 
shop-tested manuals, modern circuit 
diagrams, practical job projects — all 
the valuable equipment shown above 

MEMBER 





. *»ke wur training in 
u - itt wish Rtfcfftti fcnieles, 
•u? Resident SchonU £ ^ ln 

the wiflf « 2 ™% p s, Labs and 
•ur his: m l dc l Here vou work wrth 



attention. sri« »« home near 
Service. Help* vou 

intormation.^^^^ 




Fully illustrated "Career" Book in 
FREE! TV-Radio Eltctronics PLUS actual sample 
lesson— yours at no cost, no obligation. 
CLIP COUPON NOW . . . MAIL IT TOOAY! 



i: 



APPROVED FOR G- 1. TRAINING 



«rrKUYtu rUK O I. 1KAINING 

NATIONAL SCHOOLS 

4000 S. FIGUFROA ST., LOS ANGELES 37, CALIF. 



I 
I 
I 
1 



NATIONAL SCHOOLS 

TECHNICAL TRADE TRAINING SINCE 1905 
LOS ANGELES 37, CALIFORNIA 



J GET FAST SERVICE- MAIL NOW TO 

NATIONAL SCHOOLS. OtPT. R2C-69 
4000 S, FIGUEKOA ST. ' 
IOS ANGELES 37. CALIF. 

Rush free TV-Kadio Opportunity" Book and samplo 
lesson. No salesman will call. 



NAME 

ADDRESS- 
CITY 



□ Check II in I 
vtl£»*NS G.. 



retted ONLY in Retldenl School I 



J 



uie, 1959 



me for repl*«* ent ? 




For a permanent, Neat installation... 
MOSLEY TV Wiring Accessories! 



Y-TY 

The Moslcy Y-TY eliminates 
transmission line breakage at 
antenna. Prov ides posit ive con- 
nection for !>est reception. 




WALL FEED 

A weather-proof transmission 
line entrance device permits 
litie to be brought into attic or 
crawl space. Simple, neat in- 
stallation. 




2-SET COUPLER 

Permits operation of two TV 
sets from one antenna at the 
same time. Install in attic or 
basement. 




WALL PLATE 

Provides neat plug-in connect- 
ion to antenna. Set may easily 
be unplugged as a safety factor 
during storms. 




■llwr_ ■ HfHflH 


BhBHS ^ WRITE FOR FREE 

E' ^ CATALOG 58. 
|jf • — | Address: Dept. PE-6 


lin ST CHAHlfS »OCK *OAD. SJ LOUIS 14, MtSSOUM 




Tips 
and 



TecttnicguGS 



EASY TUBE REPLACEMENT 

Ever have trouble replacing those multi- 
prong tubes in TV or radio sets? This 
worrisome task can be simplified if you 
mark the tube and the base of its socket 




! with crayon or lipstick before you remove 
| it. When you replace the tube, simply 
I match the two marks.— Glen F. Stillwell, 
Manhattan Beach, Calif, 

HOLDER FOR PENCIL-IRON TIPS 

If you have an interchangeable-tip pen- 
cil-type soldering iron, digging through 
I your tools to find a particular tip soon be- 
' comes a familiar task. It seems as if that 
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particular tip you need for the job at hand 
is always hiding from you. Well, try this. 
Round up all your spare tips and snap them 
into a snap-on fuse holder. This will keep 
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ELECTRICITY 



/ These men are getting practical train ing in ELECTRONICS S 

Train in NEW Shop-Labs of 

COYNE 

in Chicago -prepare for today's TOP OPPOR- 
TUNITY FIELD. Train on real full-size equip- 
ment at COYNE where thousands of successful 
men have trained for over 60 years — largest, 
oldest, best equipped school of its kind. Profes- 
sional and experienced instructors show you 
how, then do practical jobs yourself. No pre- 
vious experience or advanced education needed. 
Employment Service to Graduates. 
START NOW — PAY LATER— Liberal Finance and Pay- 
ment Plans. Part-time employment help for students. 
GET FREE BOOK — "Guide to Careers" which describes 
your training in ELECTRICITY-ELECTRONICS and 
TELEVISION-RADIO ELECTRONICS — no obliga- 
tion; NO SALESMAN WILL CALL. 

1501 W. Congress Parkway 
Chicago 1, Dept. A9-2A ^ 




ELECTRONICS 

ON REAL 

Motors— Generators 
—Switchboards- 
Controls— Modern 
Appliances- 
Automatic 
Electronic 
Control Units 



TELEVISION 




Coyne Electrical School 
Chartered Not For Profit 



RADIO ELECTRONICS 
ON REAL 



MAIL COUPON ££?.?£Lo* 



TV Receivers- 
Black and White 
and Color 
AM-FM and 
Auto Radios 
Transistors 
Printed Circuits 
Test Equipment 



COYNE ELECTRICAL SCHOOL 
Dept. A9-2A —New Coyne Building 
1501 W. Congress Pkwy., Chicago 7, III. 
Send BIG FREE book and details of all the 
training you offer. 

Name , — 




Address 
City 



-State- 



COYNE offers 



LOW COST -flClflN 

-fllP Training in 

H#» M Spare Time AT HOME 




The future is YOURS in TELEVISION! 

A fabulous field!— good pay— fascinating work — a 
prosperous future in a good job, or independence in 
your own business ! 



Coyne brings you MODERN-QUALITY Television Home Train- 
ing; training designed to meet Coyne standards at truly lowest cost 
— you pay for training only — no costly "puf together kits. 11 Not an 
old Radio Course with Television "tacked on." Here is MODERN 
TELEVISION TRAINING including Radio, UHF and Color TV. 
No Radio background or previous experience needed. Personal 
guidance by Coyne Staff. Practical Job Guides to show you how to 
do actual servicing jobs — make money early in course. Free Life- 
time Employment Service to Graduates. 

" mi isiffi 



COYNE _ 

CHARTERED AS AN EDUCATIONAL INSTITUTION 
HOT FCR PROFIT 

1501 W. Congress Parkway • Chicago 7. Dept. A9-H2 



LI «TH|S 

Send Coupon ot write to address below 
fotptee Book 



and full details, 
including easy 
Payment Plan. 
No obligation, no 
salesman will call. 



B. W.COOKE, Jr.. Prwjdont 

Co\ine~the hmt it ii lion behind thin train' 
ing . the largest, oldest, brat equ ipi,ed 
residential «c)iOolo/,u kind. Founded 1899. 




COYNE Television 
Home Training Division 

Dept. A9-H2, New Coyne Building 

1501 W. Congress Pkwy., Chicago 7, III. 

Send Free Book and details on how I can get 
Coyne Quality Television Home Training at 
low cost and easy terms. 

Na rn e _ 



A ddress 
City 



June, 1959 
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CLASS 




"D" CITIZEN BAND 

CRYSTALS 



3rd Overton*; Hwmc 
.005% tolerance— Meet 
ments. 

1/3" pin spacing— .050 
pin diameter 

22 CHANNELS 

(add SC Per crystal U 



$2< 



195 

I EACH 

postage and 



The following Class "D Citizen Band ^•J^ n «' e J' n 
stock (frequencies listed in megacycles): 26 965. £ .97*. 
26.985, 27.005, 27.015, 27.025, 27.035, 27.055, 27.065, 
27 075 27.085, 27.105, 27.115, 27.125, 27.135, 27.155, 
27 165 27.175, 27.185. 27.205, 27.215, 27.225. 



RADIO CONTROL CRYSTALS 

in HC6/U HOLDERS— SIX FREQUENCIES 

in stock for immediate delivery lfre#iuenCie« listed »»' 
r?clesK tole.auce imi3«>. * " pin hpaclny. .050 P»n diameter, 
h'peeify frequency desired. 

26 995, 27.045. 27.095, 27.145. 27.195, $^ 95 
27.255 ^cacm 

(add 5c per crystal for postage and handling! 

Send for FREE CRYSTAL CATALOG 
WITH OSCILLATOR CIRCUITS 



ASK YOUR PARTS DEALER FOR TEXAS CRYSTALS 

See bltr red display ... If he doesn't stock them, send us 
his name and order direct (ram nearest factory 



ORDER FROM NEAREST PLANT 

TEXAS CRYSTALS 

All Phones: GLadstone 3-3555 (River Grove. Illinois) 
Texas Crystals. Dept. P-69 Texas Crystals. Dept. P-69 
8538 West Grand Avenue OR Crystal Drive 

River Grove, Illinois Ft. Myers, Florida 

ALL ORDERS SHIPPED 1st CLASS MAIL 



Tips (Continued from page 30) 

all your tips together, make selection 

easier and. most important of all, keep 

them from getting lost. John A. Corn- 
stock, Wellsboro, Pa. 

METER MAGNIFIER 

An inexpensive plastic magnifier which 
can be picked up at the dime store makes a 
wonderful eye-saver when fitted to a 





bracket which permits it to be moved 
over the scales of your meter. The lens 
shown was one end of a plastic letter 
opener. The attachment is freely adjustable 
to cover the entire scale. Although the 
bracket in the illustration is attached to 
an external wooden case which holds the 
meter, you can easily adapt the same idea 
to your particular type of meter. — Miles M. 
Avery, Pharr, Texas. 



If 



GROMMETS IN A JIFFY 

you have a tube of plastic rubber 



handy, keeping a stock of rubber grommets 




I is no problem. When \ou need a grommet, 
put the wire through the hole in the chassis 
and apply a bead of plastic rubber around 
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. Phoo» TYIer 8-9400 

HERSHPUoco 

5249 GRAND RIVIR ftetr«M •< MicM 9 tn 




RADIO-TV and 

ELECTRONICS TRAINING 

AT a pmcs 

YOU CAN AFFORD! 

Yes, this great course costs far less than any training of its lind 
given by other major schools! Radio-Television Training School 
will train you for a good job in Television or Industrial Elec- 
tronics — AT HOME IN YOUR SPARE TIME. 



Gef yov* free oook on the 

FAMOUS RTS BUSINESS PLAN 

find out Sow you can open 

A REPAIR SHOP OF YOUR OWN 

We supply and finance your equipment 



When you are reacy and qualified to operate 
one of our RTS- Approved TV Repair Shops 
WE WILL SUPPLf ANL FINANCE EVERY 
BIT OF EQUIPMENT YOU NEED TO GET 
STARTED plus an Inventory of parts and 
supplies. In other words we will stake you 
... AN OFFER NEVER MADE BEFORE BY 
ANY TRAINING ORGANIZATION . Under 
the RTS Business Plan vou receive: 



An electric sign fo 
ttie shop Front. 
Radio and TV tes 
Equipment. 
Letterheads, callinn 
cards, repair tickets 
etc. 

Basic inventory of 
tubes, parts, 
suppl ies. 
Advertising and 
promotional 
material. 



Plans for shop 
arrangement- 
Instructions on how 
to go into business. 
Continuous consul- 
tation and help. 
The riqlit to use 
RTS Seal of 
Approval, and the 
RTS Credo. 
The right to use 
the Famous 
Trade Mark. 



/?a '* — 3 cornD,ete f^ining program including over 
120 lessons, Fourteen Big Radio-Television Kits, Complete 
Color-TV Instruction, Unlimited Consultation Service . . 
ALL at a rea//y big saving to you. How can we do 
this? Write to us today . . . and find out! 

And what's more — you can (if ycu wish) 
OPEN YOUR OWN RTS APPROVED AND 
FINANCED RADIO-TV SERVICE SHOP 

We Wont Many More Shops This Year 

This 37 year old training organization — 
called RTS, that's Radio-Television 
Training School — wants to establish a 
string of Radio-TV Repair Shops in 
principal cities throughout the U. S. 
So far, a great many such shops are 
NOW IN BUSINESS AND PROSPER- 
ING. We are helping and training 
ambitious men to become future 
owners and operators of these 
shops in all areas. 

FOR UNSKILLED 
INEXPERIENCED MEN ONLY - 
WE TRAIN YOU OUR WAYI 

We must insist that the mei 
we sign up be trained in 
Radio-TV Repair, Merchant 
dising and Sales by our 
training methods — because 
WE KNOW the require- 
ments of the industry 
Therefore, we will TRAIN 
YOU ... we will show 
you how to earn EXTRA 
CASH, during the firs! 
month or two of your 
training period. YOU 
KEEP YOUR PRESENT 
JOB. TRAINING TAKES 
PLACE IN YOUR OWN 
HOME, IN YOUR 
SPARE TIME! 



you build these 
and other units 




RADIO-TELEVISION 
TRAINING SCHOOL 

SlOO S. VERMONT AVENUE 
LOS ANGELES 37, CALIFORNIA 

E... 1922 /jQj' 





RTS* Membership in The 
Association of Home Stjdy 
Schools is your assurance of 
Reliability, Integrity, and 
Quality of Training. 



June, 1959 



CUT OUT AND MAIL — TODAY! 



RADIO-TELEVISION TRAINING SCHOOL 

SlOO S. Vermont Avenue, Dept. PE-69 
Los Angeles 37. California 

SEND ME FREE — all of these big opportunity books — 
"Good Jobs in TV-Electroniei," "A Repair Shop of Your Own" 
and "Sample Lesson." I am interested in: 



f~] Radio-Television 



□ 



Industrial Electronics 
(Automation) 



Please Print 
Address , 



City & State - 
300 
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HIGH FIDELITY KITS 

• LAYER BUILT* • COLOR GUIDE 



.So simple . v . it's like magic' 

Before you build 
another kit, see this 
new method of kit 
assembly. Each kit 
complete with all 
parts and instruc- 
tions. 



Tips 



{Continued from page 32) 




built-in pre. 

Net 59.50 
Jewel). Has 
compensator 

Net 24.95 



20PG8-K 20 Watt Amplifier 
amplifier and all controls. 
LJ-6K 10 Watt Amplifier (Little 
built-in preamplifier and record 
on phono channel. 
207A-K Hi-Fi Preamplifier (Self-Powered). Feed- 
back circuit with 10 controls. Net 44.50 
250-K 60 Watt Basic Hi-Fi Amplifier. For use 
with a preamplifier (such as 207A-K). Net 79.50 
»••••••••••••••••••••••••••••••#•••••< 

Crommes — Div. of Precision Electronics, Inc. 
Dept. P-6, 9101 King St., Franklin Park, III. 
Name of Dealer . ____ 

□ Send complete Kit details. □ Kit 

□ Check or M.O. enclosed □ C.O.D. $5 enclosed 

Name, _ 

Address . - 

City 



_Zone_ 



_State_ 



GET THE gBSa^^ MOST OUT OF 

STEREO 

WITH THIS 

COMPACT 
STEREO 

CONTROL CENTER 

WITH BUILT-IN SILENCER 
A FUCK OF A FINGER GIVES YOU FOUR 
ONE — TWO CHANNEL SOUND. 
TWO — MONO PHONIC, 
phonic sound 




reversal for compatible listening 
sound to speakers without disturbing 
volume settings. Phono pin jacks for 
easy installation . . , GRAY CASE, in 

handy plastic box *m en 

Add 50c for handling and *m*'** 
postage. COMPLETE 



SETTINGS 
Normal Stereo . . . 
combines both channels as miono- 
THREE — STEREO REVERSE, channel 
FOUR— OFF, cuts 



MAKE YOUR HI-FI CHANGES THE 

EASY C P{ECE HI ' FI 
WAY D CABLE KIT 

Fit connecting cables to any 
HI-FI installation . . . makes 
cables from 18" to 109" ! Phono 
pins and adapters ... 10 day 
money back guarantee . . . add 
50c for handling and postage, 



LIMITED TIME ONLY 
INTRODUCTORY 

OFFER 
BOTH STEREO 
CENTER AND 
CABLES ONLY 
ON SAME $i flOO 
lUp.PD 



F $540 

SEND CHECK OR MONEY ORDER (NO CO.D.'S) TO 




m in 

HANDY 
PLASTIC 
STORAGE 
BOX 
ONLY 



ACTIVE 



SALES COMPANY 

2714 N. SAWYER AVE. 
CHICAGO 47, ILLINOIS 



either side of the hole. The rubber will 
rapidly dry into a "grommet" that's about 
as good as a "real" one. Where appear- 
ance is of importance, 1rim the grommet 
to shape with a razor after it dries. — John 
A. Comstoclc, Wellsboro, Pa, 

CHASSIS BOX REPAIR 

Frequent removal and over-tightening 
of self-tapping screws in a metal chassis 
box will ruin the threaded hole for further 




use. To repair this damage, simply tap 
lightly around the edges of the damaged 
hole with a small ball peen hammer until 
the hole size has been reduced to about the 
original diameter. Now the screw can be 
carefully rethreaded in the hole. Where 
possible, hammer both sides of the chassis, 
but try to avoid marring any external 
surface. — J. E. Pugh, Jr., Menominee, Mich. 

PREVENT TWIN- LEAD TEAR 

To prevent television twin-lead insula- 
tion from tearing at the point where the 
cut terminates, make a hole with a paper 
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punch as shown. This is especially useful 
at the antenna end of the line because the 
insulation is exposed to cold weather, con- 
tinuous flexing, and is thus more likely to 
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ew knight- kit 

A PRODUCT OF ALLIED RADIO 

stereo hi-fi amplifier.. .save up to 50% 

COMPARABLE IN EVERY WAY TO WIRED AMPLIFIERS COSTING TWICE AS MUCH 



tremendous value at only 



S4450 



only $4.45 down 



never before such performance . . . 
such styling . . . such quality 

at so low a price . , , 



exclusive kiuiM-kit 

uoS-BACK GUARANTEE 

Lir-HT-KIT meets or 
Every "NIGHT™ mca . 

eXCeed %rt re'und ^ 

Vions, or 

money. 

ence needed... 



REE 



1959 ALLIED 
CATALOG 



Send for this value-packed 
catalog featuring the com- 
plete KNIGHT-KIT line, as 
well as the world's largest 
stocks of everything in Elec- 
tronics. 



WRITE FOR YOUR COPY TODAY 



knight-kit 20-watt stereo hi-fi amplifier 

Newest complete Stereo high-fidelity amplifier at an amazing low 
$44.50. Incomparable value: Includes two built-in preamps for 
magnetic cartridges. Single switch selects phono, tuner or auxiliary 
stereo inputs, plus stereo reverse on each; also switches monophonic 
input to both amplifier channels. Bass and treble controls boost and 
attenuate. Special clutch-type concentric volume control permits 
individual channel balancing, plus overall volume control. Total 
output is 20 watts (10 watts per channel at less than \ Vi% distor- 
tion). Response, 20-20,000 cps, ± 1.5 db. Hum and noise better 
than 85 db below full output. Has four pairs of stereo inputs: mag- 
netic cartridge, ceramic cartridge, tuner, auxiliary. RIAA equalized 
for stereo discs. Expertly designed push-pull output circuitry. Beau- 
tiful custom-styled case, 4 ] 4 x 1314 * 9* '. With case, tubes, all parts, 
wire, solder and instructions. Shpg. wt., 27 lbs. 

Model Y-773. Knight-Kit Stereo Amplifier, F. O.B.Chicago. $44 50 



see over 50 other fine knight-kits . . .write for catalog 



HI-FI KITS 

Stereo Amplifiers 
Stereo Preamp 
Stereo Control 
Hi-Fi Tuners 
Hi-Fi Amplifiers 
Speaker Systems, 
and others 



HOBBY KITS 

Short-Wave Radios 
AC-DC Table Radios 
Clock-Radio 
Radio-Intercom 
Transistor Radios 
Electronic Lab Kits 
and many others 



INSTRUMENT KITS 

VTVM 

VOM's 

Tube Checkers 
Oscilloscopes 
Signal Tracer 
Audio Generator 
Sweep Generator 



Cap. Checker 
R/C Tester, etc. 

HAM KITS 

Receiver 
Transmitter 
VFO, etc. 




EASY TERMS ON ORDERS AS LOW AS $20 



19-F9 



ALLIED RADIO Dep « 

100 N. Western Ave., Chicago 80, III. 

□ Ship Model Y-773 Knight-Kit Stereo Amplifier, $ end. 

□ Send FREE ALLIED 1959 Catalog 



Address.. 



_Zone_ 



_State_ 



June, 1959 
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■"5ncoJ5^^ Esm fl MINI-CHECK TUBE TESTER 



Model CM 
AN ABSOLUTE 'MUST' FOR 
EVERY SERVICEMAN! 

dual bridge P^^iple g-ves the CT-l a 
tremendous range o\ operat.on. 

m-circuit checks: 

^Quality of ° v "°° nunt resistance pres- 
J«» ^'J^^'.'shorU, opens, intern,*- 

tents) ^ «rnm 200 mmfd. 

rvalue of an condensers from 

t0 5 m<d f' all elcctrolyt.c condensers 
^Qual.ty °< t a 0 l ' h0 d a charge) 

(the *™***°™; tx * an6 wiring leakage 
^Transformer, socrci a 

capacity 

I out-of-circuit checks: 

1 „ aua.ity of 100* of 3" condensers..- 
ing leakage capacity 




Model CT-1 
housed m sturdy 
nammertone fm- <*% J| 50 




I Net 



D-3V4" 



shorts, opens and inter- 



cty 

SPECIFICATIONS 

. o t,.he drift-free Circuitry • I 



Multi-color direct 



Model »r\t-i 

seSm'.german.um, 

SILICON, etc. 

THE »M f^^unftND OUT- 
OKIRCUIT WTH 100% EFFECTIVE- 

!! S Q S u«^F^ i "^ shorts, ' opens 




SIZE: 



A Real ECONOMY 
MULTIPLE SOCKET 
TUBE TESTER without 
sacrifice in ACCU- 
RACY, SPEED or VER- 
SATILITY 

Here is a multiple socket tube 
tester designed to meet limited 
budgets. Although tow in price it 
boasts a unique circuitry that en- 
ables you to check over 600 tube 
types — and has a range of opera- 
tion that far exceeds others in its 
price class. 

Model MC-1 — housed in 
sturdy wrinkle finish steel 
case 




SPECIFICATIONS 

• Checks emission, inter-element shorts and leakage of over 600 tube tvoes 
This covers OZ4S .senes-string TV tubes, gas regulators, auto 12 plate vorti 
h.-fi ar c <;igri tubes • 3 sett.ngs enable a test of any tube in less than 
TO seco, rJs • Employs dynamic cathode emission test principles • 3Vj" 
0 Arsonval type meter — most accurate type available ... its greater sensi- 
tivity means more accuracy ... its jewel bearing means longer life • 17 long 
lasting phosphor bronze tube sockets • Combination gas .md short jewel 
indicator • 9 filament positions • Handy tube chart contained in special back 
compartment • New tube listings furnished periodically at no cost • De- 
tachable line cord 

U U S these BONUS FEATURES ... found 
V jn no other low price tube tester 

Checks for cathode to heater shorts * Checks for gas content 
Checks all sections of multiple purpose tubes . . . will pickup tubes 
I with one "Bad" section t> Line isolated - no shock hazard i> Vari- 
able load control enables you to get accurate results on all tubes 
Positively cannot become obsolete as new tubes are introduced. 

TRANSISTOR 
TESTER M T °T d 2 e * 

| PENDABLE TESTS OF ALL TRANSISTORS 
AND DIODES QUICKLY" AND ACCURATELY 

S5S 53 S f r n JL m ? re "^de- 
portable and ca^aTo ' 510 " '"Z h ° me 
a ds, intercoms. arnllifierT 



SPECIFICATIONS 




$ 24 50 

• "Net 



SPECIFICATIONS ^ m 

. separate "«« s "'" „,„,.„ be",n E tested. * • 

. A.maie or over Heat rec. |M , „ B „ t 

# r.innot damage across rectif-er u'>« cifdill- 



'orward t„ reverse cmren t""" T'? h s,eel cas e com- >' 

ssfflA SvT" p,e,e w,,h 

ss^ssS ssaw SIZE: w - 6 " H - 7 - «*• 

I'^fO^^Nr FCATURS: " * "»»•« b«.m, „ bMWe , 5 



EASY TO BUY IF SATISFIED 
see order form on facing page 



1 
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P All 111 HIV f Of f f mi a Convince yourself at no risk that CENTURY instruments are indispensable 
fVIl |U If MY W fl m C 1KIAL in y° urever y day work. Stnd for instruments of your choice without obliga- 

■ m m tion ... try them for 10 days before your buy . . . only then, when satisfied, 
^ pay in easy-to-buy monthly installments - without any financing or carrying charges added. 




!v:v^.v: f .\- VACUUM TUBE volt meter 

• u WITH LARGE EASY-TO-READ 6" METER — ""I™ 

A ^ " ,r<, . P " '° Ver5 ° ,ll<! M ^T,-PROBE does ,h. work .« 4 probes 

O DC Probe © AC-Ohms Probe © Lo-Cod Pr„h» rt . 

DC VOLTMETER 

in', 33? JS«* 2w '" z: ° 



Model 
VT-1 



ana c.ior TV E at.n P pulses "«'!', ^"V?' 1 '? r »■ ACC 
easily re*ri down to t volts ' u.» div, *' oos 
most other VTVM't , h „ " " u.ivi . . Unlike 
on the lowest AcTa'n'e * " n0 ,<m ln "«■'», 

ELECTRONIC OMMETER 

10 100t TOf-ohms Scale d.v,*- ft 'n?* aSUre * fr0m 0 
down 60 .:• ohms w.n ™. 0 5 are eas,| y '<ad 
from 7 ohms to one b !iTn oh« r " ,s, ^e values 
high " stance leakage n ,r^, S , . W 1 de,eel 
condensers leaN ^Ke ,n electrolyte and by pass 

SSh^HS L ? CAP MEASUREMENTS 

as sync ar«J "cc pSc, '5,'vn eda "" c " cul «* ™ch 
color rv Jat ,ng puis*' m -J?* "* '° oth voltages. 
stage-br-stlgeg^in'^^e^rri 0 ^^: ' eve ' S ' , F 



. M,, m y m piace ready for us 

OUTSTANDING FEATURES 

COmnlft^Jv n Art 1 k la 



more sensitive than mei^r*".^ ■ mC,er - manv 
Laboratory accuracy £e formate T»!' V / T ; V M » ♦ 
on DC. 5% of fun icA on w S ^n^r 2' ,u " Sca,e 
easy.to read 4-scale meter • n» h5 7 P ed - mu, <'-colpr 
fig'd sUb.lity and aTcurac! operation assures 

fluctuations ♦ Am P "i" r ?eVt ifier TiTruT fo P°"*' "ne 
compensated attenator L /fe^Lre i«n ,T ,h . "«A u «ney 
laboratory instruments ♦ tete !l 4 „ n , d , on * ,n C0S, 'K 
Pfact^ally burn-out nroof 1 completely .solated — 
elim.nates" the service headaches ^oT Printed! 

resistors used for DtrmVn.Vi Panted c.rcu.try • 
RF ground return lor loSVoT* « L aCcurJey * Se P^'ate 
phone type co ax al co^n«t«^ * ^ a ^ u '5■ men, * fr*"" 
f.c.s .ns.fumen, f£e -TnVp'ron^an^o^rinlt^;: ^ 



SPECIFICATIONS 



I AC Vo°!U ,rmc !° >i 5 /6/30/150 300 600/1500 volts 

100K/1M 0,lfT1s ' 10 ohms «ntef scale - fixl 10 100 IK • 

♦ Decrbels - from _io Ob to + in , 1 " ^'l h ' e '° at n"'o*-scale 
IMW in 600 ohms + °' 22 3 6/50/62 based on the Obm unit 




SIZE: 

H-9<> 
D-4V«' 



r M ? d K C ' XL 1 - fu,, y w ' ,r e* and 
calibrated, housed in hand- 
some hammertone finish steel 

PROBE. and thor- 
ough instruction A 
manual covering SCO 50 

tions m detail, ^ wNet 




Model 
FC-2 



Simply set two controls insert ZhT , 

PICTURE TUBE TESTADAPTER OV ^ ^ ' '"^ " "° "** " ™* " ^ S 

INCLUOEU WITH FAST-CHECK 

Enables you lo check al , 



luii tO t6 St 

IN JUST SECONDS! 



fables you to check aM 
P-cture tubes (including 
Jhe new short-neck no 
degree type) for cathode 
emission, shorts and life 
expectancy... atso to reju . 
venate weak picture tubes 



ilsipsigpsis 

Checks for life-expectancy. 



cs rur lire-expectancy 

yn K roll ch.i r , c ^rW n l Ri . are «q 



SIZE: 



P^e.e witn ak CR VX g ter "° C ° m - 



$|3950 

w J Net 



CONVENIENT TIME PAYMENT PLAN — NO FINANCING CHARGES 



.CENTURY ELECTRONICS CO., INC. 



in 

|ID 

ID 
\D 

l n 

,□ 



CHECK INSTRUMENTS DESIRED 



Model CT 1 In-Cireijil Condenser Tester S34 50 

$9.50 within 10 days. Balance $5 monthly for 5 months. 
Model MC-1 Mini Check Tube Tester $39.50 
$9.50 within 10 days. Balance $6 monthly for 5 months. 
Model SRT-1 InCircuit Rectifier Tester $29.50 
$4.50 within 10 days. Balance $5 monthly for 5 months. 
Model TT-2 Transistor Tester $24.50 
$4.50 within 10 days. Balance $5 monthly lor 4 months. 
Model VT-t Battery Vacuum Tube Volt Meter $58. 50 

$14.50 within 10 days. Balance $11 monthly for 4 months. 
Model FC-2 Fast-Check Tube Tester $69.50 
$14.50 within to days. Balance $11 monthly for 5 months. 
Prices Net F.O.B. Mineola, N. Y. 



1 1 1 Roosevelt Avenue, Dept. 306, Mineola, New York 

Please rush the instruments checked for a 10 day (ree t'.al If satistied I agree to pay 
the down payment w.thm 10 days and the monthly installments as shown If not 
completely satisfied I will return the instruments within 10 days and there is no 
lurther obligation It .s understood there will be NO INTEREST or FINANCING 
charges added. 



Name 
Address 



Please print clearly 



City . 



State 



AIL CENtURY 
INSTRUMENTS ARE 
GUARANTEED FOR 
ONE FULL YEAR 

The extremely low 
prices are made 
possible because 
you are buying di- 
rect frorr the 
manufacturer. 
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The specs are f he proof . . . now your 
BEST BUY in r 1 1 — * 

ham gear is 



be/cam 




WlLvIM 90-WATT CW TRANSMITTER . . #720 

KIT $79.95 WIRED $119.95 

Conservative, highly efficient design plus stability, safety, 
and excellent parts quality. 80 thru 40, 20, 15, 11, 10 
meters (popular operating bands) with one knob band- 
switching. 6146 final amplifier for full "clean" 90 W input, 
protected by clamper tube. 6CL6 Colpitis oscillator, 6AQ5 
clamper, 6AQ5 buffer-multiplier, G234 rectifier. "Novice 
limit" calibration on meter keeps novice inside FCC-re- 
quired 75W limit. No shock hazard at key. Wide range, hi- 
efficiency pi-network matches antennas 50-1000 ohms, 
minimizes harmonics. EXT plate mod. terminals for AM 
phone modulation with 65W input. Excellent as basic 
exciter to drive a power amplifier stage to max. allowable 
input of 1KW. Very effective TV! suppression. Ingenious 
new "low silhouette" design for complete shielding and 
"living room" attractiveness. Conservatively rated parts, 
copper-plated chassis, ceramic switch insulation. 5" H, 
15" W, 9V2" D. 




NEW UNIVERSAL MODULATOR-DRIVER #730 



KIT $49.95 



WIRED $79.95 



Cover E-5 $4.50 



Superb, truly versatile modulator at low cost. Can deliver 50 W ol undis- 
torted audio signal lor phone operation, more than sufficient to modulate 
100% EICO -720 CW Transmitler or any xmitter whose RF amplifier has 
plate tnput power of up to 100W. Multi-match output xmfr matches most 
loads between 500-10,000 ohms. Unique over-modulation indicator permits 
easy monitoring, no need for plate meter. Lo-level speech clipping & filtering 
with peak speech freq. range circuitry, low distortion feedback circuit, 
premium quality audio power pentodes, indirectly heated rectifier filament. 
Balance & bias ad; controls. Inputs for xtal or dynamic mikes, phone patch, 
etc. Excellent deluxe driver for high-power class B modulation ECC83/12AX7 
speech ampl., 6AL5 speech clipper, 6AN8 ampl. driver. 2-EL34/6CA7 power 
output, EM84 over-mod. indicator, GZ34 rect. Finest quality, conservatively 
rated parts, copper-plated chassis. 6" H. 14" w, 8" D. 

NEW GRID DIP METER ..... #710 

KIT $29.95 WIRED $49.95 including com- 
plete set of coils for full band coverage. 

Exceptionally versatile. Basically a VF0 with micro- 
ammeter in grid: determines freq. of other osc. or 
tuned circuits; sens control & phone jack facilitate 
"zero beat" listening. Excellent absorption wave 
meter. Ham uses: pretuning & neutralizing xmitters, 
power indication, locating parasitic osc, antenna 
adj., correcting TVI, de-bugging with xmitter power 
off, determining C,L,Q. Servicing uses: alignment of 
filters, IP's; as sig. or marker gen. Easy to hold & 
thumb-tune with 1 hand. Continuous 400 kc-250 mc 
coverage in 7 ranges, pre-wound 0.5% accurate coils. 
500 ua meter movement. 6AF4(A) or 6T4 Colpitis osc. 
Xmfr-operated sel. rect. 2V 4 " H, 2>f»" W, 6%" I. 
Satin deep-etched aluminum panel; grey wrinkle steel 
case. 




NOW IN STOCK! 



"Off 



Compare & take thpm home — right 
the shelf—from 1900 neighborhood EICO 
dealers. For free catalog mail coupon in 
EICO ad 2 pages forward. In the West, 
add 50/ 0 . Over 1 MILLION EICO instru- 
ments in use throughout the world 

Copr. © 1958, 
Electronic Instr. 

Long Island City 1,N.Y. Co.. mc. 



33-00 Northern Blvd., 



See EICO's other ad on page 40. 



Tips 



(Continued from page 34) 



become brittle and tear after it's been in 
use for a while. — James A. Clifford, Detroit, 
Mich. 

TELEPHONE WRAP HOLDS CABLES 

Standard telephone cable wrap can be 
used to bundle interconnecting cables and 
other wires that should be kept together 




neatly. Simply cut off 1" sections and wrap 
them around the cables at strategic points. 
This technique will work well even with 
underchassis wiring in power supplies, etc. 

—Dave Muirhead, New York, N. Y. 

CLIP SOLVES PLUG FALL-OUT 

A dual clip (Muller #22) can be used to 
prevent an a.c. plug from accidentally pull- 
ing out oi the cube tap of an extension 
cord. Slight tugs on the cord tend to pull 
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the plug out of the socket while you are 
working. This can't happen if you attach 
a dual clip onto the two cords as shown in 
the photo. — Joseph A. Carroll, Brooklyn, 
N. Y. 

KNOBS FROM LAMP SWITCHES 

It is often difficult to find a knob that 
will go on the shaft of a Vari-Loopstick 
antenna coil. Suitable knobs can be found 
on old switches from floor or desk lamps. 
To use one, just screw it on the shaft. It 
probably won't fit exactly, but this is to 
advantage as it prevents the knob from 
slipping, — Bob Culter, Osivego, Ore. -|30h 

Always say you saw it in — POPULAR ELECTRONICS 
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and ntonauiaf, 

fieo/ife w/io Atww 
/ii<j/i fiifle/tlif tecotft 
mend f/u& cAanae^f 

Confirm this with any 
experienced dealer! 

The Garrard changer reproduces 
music precisely as recorded, with- 
out introducing any distorting fac- 
tors such* as rumble or wow. A 
Garrard changer is actually a 
superb turntableicombincd with a 
scientifically engineered all-alumi- 
num tone arm. This tracks at the 
correct stylus pressure without un- 
desirable resonances. 

When considering the claims of 
changers "specifically designed for 
stereo*' or turntables "to play 
stereo properly'*, it is well to re- 
member that for years Garrard 
changers have had all the qualities 
necessary for this type of sensitive 
reproduction. 



Standard Garrard 
Tone arm with Stereo 
Cartridge (underside 
view through a 
translucent record). 





f or y° ur stereo or monaural system 
insist on a 



The World's Finest 



There's a Garrard for 
every high fidelity 
system ... a// fully 
wired for stereo and 
monaural records. 
Six models: $32.50 
to $89.00. 

Mail this coupon for free 
Garrard Comparator Guide. 



Garrard Sates Corp., 

Dept. GF -359, Port Washington, N.Y. 

Please send free Garrard Comparator Guide which 

compares all Garrard players and their advanced 

features. 

Name.__ 

Address_ 

City 



_ Zone_ 



_State 
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the experts say 

your BEST BU Y 



EICO, 33 00 Northern Blvd., L. I. C. 1, N. Y. PE-6 

Show me HOW TO SAVE 50% on 65 models of _ 
top-quality: 2 
□ HI-FI □ TEST INSTRUMENTS □ "HAM" GEAR 5 
Send FREE catalog & name of neighborhood EICO £ 
dealer. £ 

name .... £ 

ADDRESS § 

< 

CITY ZONE STATE 



. in 



STEREO and 





STEREO Dual 
Amplifier- 
Preampime; 

Kit $69.95. 
Wired $109.95. 
••Excellent — 
SATURDAY REVIEW; 
H ,.Fi MUSIC AT HOME. 

STEREO Dual 
Preampl^er 

Kit $39,95, 
» Wired $64.95. 
"Extreme 

flexibility . . • 
abargain"-Hi-Fl REVIEW 

STEREO Dual 
Power ^p^er 

Kit $43.95. 
Wired $74.95. 



New 

Power & Bias 
Supply for 
Transistorized 
Eqpt, -1020 
Kit $19.95 
Wrred $27.95 



TUBE & CRT FIL* 
Tester -612 
Kit $3.95 
Wired $5.95. 
Fast-checks 
radio/TV tubes 
Pilot lamps, etc 



Fl 



Mono 
Preamplifier 
r HF65A-. 

Kit $29.95- 
Wired $44 ,95. 




•Less Cover 
F.E.T. »ncl 





Mono Power 

50. 35, 30, 
14-Watt; use 
2 for Stereo) 
from Kit.$23.50- 
Wired $41.50- 

Mono 
Integrated 

Amplifiers:^, 

° 12-Watt; use 
2 for Stereo) 



Wi 




Signal 
Generator 
-324 
lA/ . Kit $26.95. 
Wired $39.95 




Miniaturized 
Multi-Signal 
Tracer #1454 
w . Kit $19.95. 
Wired $28.95 



1000 Ohms/Volt 

V-0-M--536 
u Kit $12.90. 
Wired $14.90. 



mm 



Series/ 
Parallel 
RC 

Combination 
Combinations! 




-One of the best 

AU DlOCRAFT K,t Repo^ 
AM Tuner HFTO 
Kit $39 95. Wired $65 .p, 
m incl. Cover & F.E.T. 

2-Way 
Bookshelf 
Speaker 
System HFS1 
/ complete with 
facto ry-bu«lt 
cabinet: $39.95. 

Omni-directional 
Speaker System 
HF P S2 completely 



— ...and in 1 

NSTRU MENTS 




Vacuum Tube 
voltmeter ~22l 
w . Kit $25.95. 
Wired $39.95 

5" Push-Pull 
Scope -425 
w . Kit $44.95 
Wired $79.95. 

.„ „ DC-5 MC 
3 Scope ^460 
Kit $79.95. 
Wired $129.50 



6V & 12V 
Battery 
Eliminator 
& Charger 

Kit $29.95. wired S 
«■« >J8.95, Wired $47.95 



IN STOCK! Compare. 

take them home ~ fight "off the shelf" ~ from 2000 neighborhood 
dealers. Over I MILLION EICO instruments in use throughout the world. 




Peak-to-Peak 
VTVM -232 
& Uni-Probe 
(pat pend.) 
W M $29.95. 
Wired $49.95. 



I TUbe T " ter 
* I Wired $49.95. 



R-C Bridge 
. &R-C-L 
Comparator 
950B 



See Page 38 for eico's best buys in "ham" gear. 
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Always say you saw it in— POPULAR ELECTRONICS 
www.americanradiohistorv.corn 



By ART ZUCKERMAN 




eX citing 



ONE DAY, in the not-too-distant future, the average ham may mean 
it literally when he asks a distant buddy, "How do you read me?" 
He will mean not "How well do you hear me?" but rather "How clearly 
can you read my test pattern?" 

Ham TV today is admittedly a limited pastime, indulged in by a hand- 
ful of dedicated adventurers using makeshift equipment. But at least 
one electronics manufacturer, the Electron Corporation of Dallas, Texas, 
is determined that things will not always be thus. Mort Zimmerman, the 
company's president, reasoned that when the Federal Communications 
Commission set aside the 420-450 mc. band for amateur television back 
in 1957, it meant for the band to be used. So he is marketing a complete 
luim video station. 

k Dave Baxter of Dallas, known in amateur circles as W5KPZ, is using 

the new equipment to telecast to several other Dallas amateurs whose 
TV sets arc equipped with special u.h.f. converters to receive him. And 
in Denver, two ham clubs are buying the Electron Corp. gear on time, 
paying for it with a $6 monthly membership assessment. The cost of the 
complete package at present is $2895. 

Ham TV Pioneers. Though such commercial gear should do much to 
popularize ham TV, amateur television has been with us longer than you 
might think. Its roots can be traced to the earliest days of video experi- 
mentation. And just before World War II, the Radio Corporation of 
America actively encouraged amateurs to jump on the television band- 
wagon it was then striving to get on the road. With the war, television 
went into mothballs for five years. But when it ended, the Armed 
Forces unloaded tons of surplus radar and other electronic gear. 

June, 1959 




Some of the Armed Forces' surplus gear 
was snapped up quickly by a few of the 
more enterprising radio amateurs. Many of 
these hams were operating on the West 
Coast, where probably the greatest con- 
centration of video hobbyists can be found 
today. On clear, bright days, small groups 
of these intrepid pioneers can be seen climb- 
ing up neighboring mountains, loaded down 
with equipment with which to exchange 
test patterns and live images. 

For transmitters these hardy hams gen- 
erally use modified radar gear, though 
some build their own. The pickup equip- 
ment is likely to be a primitive iconoscope 
camera originally built for wartime guided 
bombs, a Buck Rogers type weapon tried 
by the Army Air Forces toward the close 
of World War II. 

Unfortunately, these surplus iconoscope 
cameras provide considerably less than 
good picture quality, and they gobble up 
light much too greedily. So the average 
member of the tiny TV ham fraternity is 
more likely to content himself with trans- 
mitting slide shows. For this he uses a 
setup known as a flying spot scanner. 

Flying Spot Scanner. This interesting 
device is actually made up of two separate 
items: an ordinary TV receiver and a 
photoelectric multiplier tube, such as the 
931A. Together with a video amplifier and 
a video transmitter, the flying spot scanner 
makes a dandy gadget tor televising still 
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TV ham Dave Baxter, W5KPZ-TV, is sandwiched 
between his gear. Dave works out of Dallas, Texas. 



transparencies. Here's how it operates. 

The TV set is tuned to an unused chan- 
nel, so that its screen is lit up with the 
swept trace lines but shows no picture. 
Its brightness control is turned up as far 
as possible. Next, a slide or other trans- 
parency is placed against the face of the 
picture tube, and the set is adjusted until 
the trace lines just fill the part of the tube 
covered by the slide. 

Now the photoelectric multiplier is 
placed right in front of the slide. The light 
hitting the photocell, alter going through 
the transparency, is not just a blob of illu- 
mination; it is actually the scanning action 
of the picture tube's electron gun. As this 
light hits the photoelectric tube, it gener- 
ates a signal that is fed to the video am- 
plifier. The video amplifier, in turn, feeds 
either a monitor set, a video transmitter, or 
both. 

Result : a neat reproduction of the trans- 
parency on the monitor and on the receiv- 
ing set of another ham. 

This technique can also be used to pro- 
duce positive images with photographic 
negatives if their phase is reversed in the 
video amplifier. 

Two Typical TV Hams. Many of to- 
day's television amateurs, as might be ex- 
pected, are actually professional electronics 

POPULAR ELECTRONICS 
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TV RECEIVER 35 MM PROJECTOR 

(PHOTOCELL REPLACES 
LIGHT BULB) 



PIX MONITOR 




VIDEO 
AMPLIFIER 




\7 



TRANSMITTER 



Sophisticated version of flying spot scan- 
ner. Older system involves putting trans- 
parency directly against screen of TV set 
with raster reduced 1o size of transparency. 




Tuning jp the transmitter. Dave Baxter's sta- 
tion is believed to be the first installation of com- 
mercially made (Electron Corp.) ham TV gear. 



engineers who like to tinker with video in 
their spare time. In New York, tor ex- 
ample, two TV hams are Arnold Proner, 
W20MU, a television broadcast engineer 
with the National Broadcasting Company, 
and Bill Ziner, W2MMY, an engineer in the 
research department of the Lewyt Corpora- 
tion. 

Working together, Arnie and Bill actu- 
ally built their own vidicon cameras and 
amplifier-transmitter gear from the ground 
up, copying standard circuits in commer- 
cial use. The cameras are patterned after 
an old RCA vidicon design used lor tele- 
vising motion picture films. 
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For optics, Arnie Proner uses an //1.9 
50-mm. lens from a Leica camera. "It gives 
a slightly telephoto effect on the vidicon, " 
he will tell you, "but it does a pretty good 
job." 

Before Bill Ziner graduated to the vidi- 
con, he had worked out a really sweet ver- 
sion of the flying spot scanner. "I took an 
old 35-mm. projector and rewired it, replac- 
ing the lamp with a photoelectric multiplier 
tube," he relates. "So I had a perfect slide 
changer setup for my transparencies. Then 
I simply filled my entire TV picture tube 
with scanning lines and focused the slide 
projector on its face. I worked out the 
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Home-built rig of Ar- 
nold Proner, broadcast 
engineer for NBC, in- 
cludes rack-mounted am- 
plifier-transmitter, vidi- 
con camera, and moni- 
tor. Most of the equip- 
ment is similar to early 
commercial circuitry. 




focus by ihe focal length of the projector's 
lens and checked it on the monitor. Airing 
slides with this rig was just like putting on 
a regular slide projection show, only the 
process was reversed." 

Vidicon Simplifies Matters. The vidi- 
con cameras turned the flying spot scanner 
into a child's toy for Bill and Arnie. They 
still sent each other test patterns and other 
slides in transparency form, but now they 
were also sending live pickups with ease. 
And transmitting slides was a much easier 
project. 

They did it in two ways. Either they 
projected the slide on a wall and turned 
1 lie vidicon camera on the projection or 
they aimed a slide projector right into the 
vidicon camera's lens. This would give a 
reverse image which was then corrected by 
electronic flopping in the amplifier. 

Arnie also succeeded in transmitting 
movies. Ho did this by beaming an 8-mm. 
projector on a screen made of translucent 
material and spotting the vidicon behind 
the screen. The vidicon picked up a reverse 
image from the rear of the screen, and the 
image was electronically flopped. 

Because their gear was not fully refined, 
Arnie and Bill found that they had to take 
turns transmitting to one another on video. 
Their transmitters completely blanked out 
their own receivers. But this was normal 
radio practice and presented no problem. 

Arnie's gear once was put to a very 
practical use when he and his wife couldn't 
corral a baby-sitter while they made a 
short visit next door. Arnie trained the 
vidicon on his sleeping infant and Bill did 
the baby-sitting electronically at a distance 
of ten miles. 

Commercial Equipment. Ham televi- 
sion is characteristically a strictly video 
proposition; because hams have radio trans- 
mitters and receivers anyway, there is no 
need for TV audio circuitry. And amateur 
TV, as practiced by these pioneers, is pri- 
marily a builder's hobby. There are few 
other video hams within reach of their 
short-range equipment, and the challenge 
is mainly one of seeing if they can put 
together workable rigs. 

(Continued on pagr 128) 



Rack-mounted ham TV transmitter manufactured by Elec- 
tron Corp. is small enough to sit atop a desk. Use of slides 
permits the equipment to be adjusted and serviced easily. 

POPULAR ELECTRONICS 
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Radio Waves, 




SEVERAL mornings each week, in the 
center of New York's financial district, 
the roof of a small structure located atop 
the RCA Communications building swings 
open. A hovering helicopter could then 
see Mr. John H. Nelson, a serious-looking 
man with thinning hair, assume his place 
behind a six-inch refracting telescope. Mr. 
Nelson, an expert in electronics and astron- 
omy, has one of the most specialized and 
unusual jobs in the world; he is a propaga- 
tion analyst. 

What, exactly, does a propagation ana- 
lyst do? Well, Mr. Nelson forecasts the 
radio weather, or, in more scientific terms, 
he predicts the magnetic condition of the 
ionosphere, a major factor in the propaga- 
tion of radio waves over long distances. To 
demonstrate the practical value of knowing 
what the radio weather will be, let's take a 
typical example. 

Transatlantic Message. Suppose we 
want to send a message from New York to 
London. Normally, this message would be 
transmitted from the RCA station at Rocky 
Point, N. Y., directly to London. But today, 
let's say, Mr Nelson has predicted that con- 
ditions will be bad over the direct New 
York - London route. 

So, after consulting one of Mr. Nelson's 
charts, we decide to reroute the message 
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New techniques aid in 
predicting radio weather 



By SAUNDER HARRIS 

WJNXL 

over an alternate path which is free of 
ionospheric disturbances. Instead of taking 
the direct route, we send the message 
through traffic relay points at Paramaribo 
on the northern coast of South America, or 
at Tangier in North Africa. From these 
points the message is relayed to its destina- 
tion in London. 

This rerouting takes advantage of nor- 
mally ideal north and south transmitting 
conditions. Thus, rather than being chopped 
up and garbled because of unfavorable 
ionospheric conditions, thanks to Mr. Nel- 
son's advance warning, our message gets to 
London clearly, accurately, and on time. 

Radio Propagation. To appreciate the 
importance of knowing the condition of the 
ionosphere in predicting radio weather, it 
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Propagation analyst John H. Nelson 
is shown at his observatory (above) in 
the heart of New York City's financial 
district. In photo at right, Mr. Nelson 
uses solar map to study sunspot activity. 



is necessary to understand how a radio 
wave is propagated through space and what 
part the ionosphere plays in this process. 
The ionosphere extends from about 40 to 
200 miles above the Earth and is composed 
of a fantastic number of '"free" electrons 
which have been knocked loose from their 
atoms by ultraviolet rays, cosmic rays, and 
solar radiation. This gigantic electron sea 
floats high in our atmosphere, and, like its 
watery counterparts on Earth, it has tides, 
storms, and currents. 

If conditions within the ionosphere are 
right, when a radio wave from a transmit- 
ter strikes it, the wave will be bounced 
back in much the same manner that light 
rays are reflected by a mirror. Thus, the 
radio wave can be returned to the Earth at 
a considerable distance from its point of 
origin (see Fig. 1). Long-distance radio 
communication would be impossible with- 
out this reflecting action of the ionosphere. 

The next question is : how does a propa- 
gation analyst know when the ionosphere 
is going to reflect the radio wave properly? 

Charting the Planets. Amazing as it 
may seem, Mr. Nelson predicts the condi- 
tion of the ionosphere, and thus, the radio 
weather, by charting the positions of t he 
planets. He first began to study radio wave 
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Illustrations courtesy of RCA Communications 



propagation in 1946, at which time he was 
able to achieve 80% accuracy on 24-hour 
forecasts by basing predictions on sunspot 
observation. In spite of the apparent suc- 
cess of the sunspot prediction method, how- 
ever, he felt that the condition of the iono- 
sphere was determined not only by sun- 
spots, but also by the relative positions of 
the planets as they circle around the sun. 

Later investigation proved this theory to 
be correct. As a result of studying plane- 
tary positions in addition to sunspot activ- 
ity, Mr. Nelson's forecasts are now 90% 
accurate for 30-hour periods. His long- 
range forecasts, covering periods of 36 
days, are 80% accurate. 

Pluto's angular relationship with the 
other planets is exceptionally significant in 
its effect on the radio weather, according to 
Mr. Nelson. During the International Geo- 
physical Year, winch began on July 1, 1957, 

POPULAR ELECTRONICS 
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IONOSPHERE 




Fig. 1. Radio waves are reflected 
back to Earth by the action of the 
ionosphere, thus making possible 
long-distance radio communications. 



and ran through December 31, 1958, there 
were six very severe magnetic storms and 
radio disturbances. Analyzing his data, Mr. 
Nelson found that the positioning of Pluto 
at a critical zero angle three times with 
Venus and once with Mercury showed up 
on four of the six disturbances. Since 
Pluto's mean distance from the sun is 3,671,- 
000,000 miles, its influence would seem to be 
far-reaching indeed. 

Important Relationships. The results 
of Mr. Nelson's plottings of the planetary 
positions over more than ten years of re- 
search have brought to light six important 
facts about the relationships of the planets 
and radio conditions on Earth. These are 
the significant relationships which lie uses 
in making forecasts, and may be summed 
up as follows : 

(1) Best radio reception periods occur 
when Saturn and Jupiter are 120° apart. 

(2) The most severe disturbances occur 
when Mars, Venus, Mercury and the Earth 
are in critical relationship near points of 
the Saturn-Jupiter configuration. 

(3) When two or more planets are at 
right angles to each other, or in line on the 
same side of the Sun, or in line with the 
Sun between them, magnetic disturbances 
occur more frequently on the Earth's sur- 
face. (See Fig. 2.) 

(4) When the planets have moved away 
from their critical relationship, there is a 
corresponding decline in the severity of the 
magnetic weather. 



(5) Three planets equally spaced at 15°, 
30°, 60°, or 120° have a tendency to produce 
disturbed radio signals if two of the planets 
are fast -moving and one is a slow-moving 
planet, or if all three are last-moving 
planets. 

(6) Three planets equally spaced at 60 : 
and four planets equally spaced at 60° will 
disturb radio signals if at least two or more 
of the planets are fast-moving. If three or 
more of the planets in this arrangement are 
slow planets, no disturbance will occur. 

Successful Predictions. Mr. Nelson 
does not attempt to explain why these 
things happen as they do. What he has 
learned from his study is that they do 
happen. Proof? His predictions are suc- 
cessful! 

In making a forecast, Mr. Nelson starts 
by calculating the positions of the planets 
with respect to each other. When a signifi- 
cant combination of angles is indicated, he 
then calculates the positions to plus or 




Fiq. 2. When Saturn, Jupiter, and the Earth are 
at 90° to each other, magnetic storms appear on 
Earth and radio reception is poor. Drawing on 
page 45 is artist's conception of this relationship. 



minus 6 minutes of arc for each hour of the 
day. It is this data which allows him to 
make the forecast. 

The implications of John Nelson's work 
with the planets and radio waves leaves one 
with the impression that planetary posi- 
tions might be important in other phases 
of our lives. Perhaps the ancients' supersti- 
tious study of the heavens deserves re- 
evaluation by those of us interested in 
modern science. —US- 
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Build a 

Citizens Band 
Transc&ixser 

A "walkie-talkie" with simplified semi-kit construction 
puts you on the air — person to person 



REMEMBER the "Walkie-Talkie" of 
World War II fame? How would you 
like to have your own compact transmitter/ 
receiver that will let you "keep in touch" 
wherever you go? You say you don't have 
an amateur license? Don't let that bother 
you, because the recent opening of the 27- 
mc. Citizens Band by the FCC makes it 
possible for anyone (except minors and 
aliens) to own and operate a 
transmitter without a ham 
ticket. So here's the P.E. "Citi- 
zens Talkie" transceiver — de- 
signed for battery operation in 
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By DONALD L- STONER, W6TNS 



your car, boat, or at any fixed location 
where line power is unavailable. 

The Citizens Talkie has a range of 2-5 
miles when communicating with a fixed 
station using an outside antenna. The dis- 



Completely assembled unit 
is shown at lower left with 
back cover removed. Reading 
from top to bottom, subassem- 
blies are: transmitter, receiver, 
and the audio/modulator unit. 




tance you can cover with a pair of these 
units using a whip antenna will be some- 
thing more than one mile. On a high spot 
(such as on a hill top), the range is un- 
predictably good. 

Ordinarily, the construction of a trans- 
ceiver would be quite an undertaking. 
However, several innovations make this job 
as painless as possible. The transceiver is 
divided into three sections and the connec- 
tions between the sections are "coded" for 
easy identification. Thus, you can build a 
section at a time and ease the wear and tear 
on both brain and budget. 

The major portion of the transceiver, the 
transmitter section, can be purchased wired 
and tested, or as a kit which includes all 
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Fig. 1. Pictorial dia- 
gram of the audio/mod- 
ulator subchassis. The 
tube socket lip on the 
chassis should be cut 
in about I" and folded 
up to an angle slightly 
less than 90 degrees. 



TO SI 




the parts listed alongside the transmitter 
schematic. This subassembly (available 
from International Crystal Mfg. Co., Inc., 
18 N. Lee, Oklahoma City, Okla.) is a new 
development intended for Citizens Band or 
radio control applications. 

CONSTRUCTION 

Start by cutting the audio and receiver 
subchassis from a piece of Reynolds "do-it* 
yourself" aluminum as in Figs. 1 and 3. 
Punch all tube socket and other holes first. 
Then cut a slot in the audio chassis on each 
side of the tube socket hole and bend this 
"lip" up to an angle of 15° from the vertica 
File the edges and steel-wool the aluminum 
for a neat appearance. 

Terminal strips TSl and TS2 are made 
from a standard 8-lug Cinch-Jones strip. 
Hold it with the two mounting feet toward 
you and cut it squarely between the third 
and fourth lugs from the left. The left sec- 
tion will have three lugs and the right sec- 
tion will have five lugs. 

Prepare the bias battery (Bl) by taping 
four miniature penlight cells together and 
connecting them in series. Solder a lead 
from the positive terminal of one battery to 
the negative terminal of the adjacent bat- 
June, 1959 



AUDIO SUBCHASSIS PARTS 

Bl—6-volt bias battery (tour RCA VS074 cells 

wired in series) 
CI — 20-jitd., 150-volt electrolytic capacitor 
C2~ -.01 -fitd. disc ceramic capacitor 
]1. }2 — Open-circuit phone jack 
Rl—33,000-ohm, Ifowatt resistor 
Tl Transceiver transformer with plate, grid and 

microphone winding (Triad A-21X) 
T2 Plate-to-phones or line transformer (Triad 

A-23X) 

TSl Terminal strip (Cinch-Jones 56C) (see iext) 
VI 3V4 tube 

I 7-pin miniature tube socket 
i Headphone set (2000 ohms) 
1 -Carbon microphone 
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TO Tl 
(BLU) 



Fig. 3. Pictorial diagram showing wir- 
ing details of the receiver assembly. 



TO S2 




RECEIVER SUBCHASSIS PARTS 

CJ— 20 Mtttd. 

C4—S'Vfdd. butterfly variable capacitor (E. F. 

Johnson Co. 5MB11) 
C5 — 82 finfd. All capacitors disc ceramic, 

C6- .001 fitd. 200-volt rating or higher 

C7 — 470 fititd. unless otherwise indicated 

LI — 11 turns of £24 wire 5 /a" diameter, 16-turns 

per inch (Air Dux #516} 
R2 — 3.9-megohm. ^z-watt resistor 
RFC! 2.5-mh. iron core choke (Miller #6302) 
TS2~Terminal strip (Cinch-Jones 56C) (see text} 
V2—1L4 tube 

1 — 7-pin miniature tube socket 



RFC I 

C6 |C? 



470 



RECEIVER 
SUBCHASSIS 



J3 

ANTENNA 



LI 



CI6 



10 GIMMICK 
ftE EVER 
PIN 2 , V2 



Fig. 5. 




TRANSMITTER 
SUSCMASSI* 
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tery until you have two remaining termi- 
nals, a positive and a negative. Check the 
voltage between the terminals — it should 
read about six volts. 

The audio section is constructed first. 
Mount transformers Tl and T2 with t/JfO 
hardware with the 5-lug terminal strip 
(TSl) installed under the front mounting 
bolt of T2, as shown in Fig. 1. Secure the 
batteries next to Tl with a bracket made 
from a V aluminum strip. (The remain- 
ing holes are used later for fixing the chas- 
sis to the cabinet.) 

Now wire the audio circuit as in Figs. 1 
and 2. Lead length is not critical but the 
parts placement shown should be most con- 
venient. 

Make sure to connect the color-coded 
leads of Tl correctly : black to negative ter- 
minal of penlight cells, green to pin 6 of 
VI, red to TS1-5, and one of the yellow 
wires to pin 5 of VI. The remaining yellow 
and blue wires are connected later. 

Connect the color-coded leads of T2 in a 
similar manner: red to pin 3 of Vl, blue to 
pin 2 of VI, black to ground. The green lead 
is later connected to J2. Clip the unused 
yellow wires short. 

Complete the audio unit by connecting 
the battery three-wire cable. Connect one 
wire to TSl-2 and label it Common. Con- 
nect the second cable wire to TS1-3 and 
label it +1.5A. Connect the remaining wire 
to TSl-t and label it +905. 

The receiver section, which is shown in 
Figs. 3 and 4 is simple and can be con- 
structed very quickly. The circuit consisting 
of LI, R2, OS, Ck and C5 is wired separately, 
before being mounted on the receiver chas- 
sis. 

Prepare the Air Dux coil (LI) so that 
you have 11 turns with 1" leads on each 
end. Solder the 20-«rfd. capacitor (CS) 



tight across the coil with short leads. Lo- 
cate the exact center of the coil (5V2 turns) 
and depress the adjacent turns slightly. Tin 
this center-tap so that RFCl and C6 may 
be easily connected later. Solder the coil 
leads to the two stator terminals of capac- 
itor Ck and connect a 2" length of bare 
wire to the single rotor terminal. 

Mount the tuned circuit assembly by Ctfs 
mounting nut; this nut should be only 
finger-tight as it will be removed later and 
used to mount the entire receiver sub- 
chassis to the cabinet panel. 

The transmitter (Fig. 5) should be wired 
at this time, unless you purchased the unit 
prewired. Instructions are included with 
the kit and you should have no trouble if 
you follow them carefully. When the trans- 
mitter is completed, connect an 8" wire to 
the terminal designated Filament (TS3-3) 
and label it as such. The B+ (TS3-5) and 
Modulated B+ (TS3-1) terminals will be 
connected later. 

The cabinet should be prepared next. 
Check the placement shown against your 
subassemblies (particularly the transmit- 
ter) for they fit quite closely. 

Drill all holes, except the three (Load, 
Tune, and Antenna) associated with the 
transmitter. Then install Jl and J 2 in V 
rubber gommets; you may have to push a 
bit, but the nuts will go on. Mount SI and 
SJ with SI nearest the center of the chassis 
and wire as shown in Fig. 6. 

Install the audio chassis in place with 
sheet metal screws through the bottom of 
the chassis box and wire this unit into the 
complete unit, following Fig. 7. 

INSTALLATION 

Now, let's head down the home stretch 
by installing the receiver subchassis. Re- 
move C4's mounting nut and mount the 



TRANSMITTER SUBCHASSIS PARTS 



All capacitors disc 
ceramic, 200-volt 
rating or higher 
unless otherwise 
indicated 



C8—68 nfitd, 
C9- 47 nntd. 
CIO 005 fiid. 
Cll. C14. CIS- .001 tttd. 
C12.C16 .01 pid. 
C13—12 mitd. 

CI? 32-/t/i/d. variable capacitor (E. F . Johnson 
Co. 30M8) 

C18-340nnfd. (average) compression padder 

capacitor (Arco #303) 
j3~~RCA-type phono jack (Ant.) 
12—14 turns ot #26 wire close-wound on W 

slug-tuned form 



L3—17 turns of #26 close-wound on 5/16" form 
R3—100.000 ohms 

R4 22,000 ohms AU resistors W 

R5 -1 8.000 ohms " att composition 

R6 33,000 ohms 
R7—8200 ohms 

RFC2- 10-meter choke. 50 turns ot #30 enameled 

wire close-wound on 1-watt resistor 
TS3 5-lug terminal strip (part ot transmitter) 
V3—1L4 tube 

V4 3A4 tube f f 

Xtal.— Crystal for desired channel in Citizens 
Band (not part of kit) 



Supplied with Jmer^ionai Cxyslt,] FO-150 Hi. $14.95. less cys.ai; Mode] FO-200. wired and tested 
including crystal, $34.95. 
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Front panel holes and 
parts mounting are 
shown at right. Three 
upper holes are drilled 
to fit the jack and 
slotted capacitor 
shafts of the trans- 
mitter. Before assem- 
bling the transmitter, 
use its front panel as 
a drilling template. 



Transmitter subassembly at left 
is available prewired or as a kit. 
Construction from scratch is not 
recommended because of criti- 
cal wiring and parts mounting. 



FOR Cf8 (LOAD) 




receiver subassembly over the V front 
panel hole. The unit should be positioned 
so that tube V2 extends over microphone 
jack Jl. Now wire in the subassembly and 
connect a four-prong plug on the end of the 
battery cable as shown in Fig. 7. Install 
the knob on Note that with this type 
of capacitor only 90° of rotation is required 
to cover the entire band. Make sure to cut 
a notch in the cabinet cover so it will not 
crimp the cable. 




Fig. 6. Wiring details of toggle switches SI 
(on-off) and S2 (transmit-receive) . Leads 
to J I and J2 should connect to the normally 
grounded lugs (J I and J2 are insulated from 
the metal chassis by '/ 2 " rubber grommets). 
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Install the transmitter next. Visually 
check the chassis alignment and drill the 
holes to fit the shafts. Mount the trans- 
mitter using extra nuts on the Tune and 
Load capacitors. Now connect a 2" piece of 
insulated hookup wire to pin 2 of V2 and a 
6" piece of wire to the antenna jack. Run 
the longer wire through a convenient hole 
in the transmitter chassis and twist tightly 
around the shorter wire soldered to V2. 
This forms a "gimmick" capacitor a little 
less than 1" long and completes the wiring 
of the transceiver. 

TESTING AND TUNING 

Check and double-check your wiring. 
Then, assuming everything looks okay, 
check the power circuits— an error here 
could ruin the tubes or batteries. 

Place both SI and S2 in the down position 
(Receive and Off), and connect an ohm- 
meter between -A/-B and +1.5A of the plug 
on the end of the battery cable. (See Fig. 
7.) The meter should read "open circuit." 
Now, flick the power switch to the On 
position. The meter should read very few 
ohms. Switch back to Receive, and remove 
tubes VI and V2. The meter should in- 
dicate an open circuit. Replace the tubes 
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SUBASSEMBLY 
INTERCONNECTIONS, 



J3 






TRANSMITTER 


S^/ ANT. 










Fig. 7. Recheclc battery plug wiring 
carefully before use. Don't forget to 
install jumper between the two nega 
tive pins connecting to "Common. 



(RCA 



ADDITIONAL PARTS 

B2— Battery pack, l.S-volt "A," 90-volt "B 
VS064) 

51— S.p.s.t. toggle switch 

52- -D.p.d.r. roggJe switch 

1— 3* length of flexible 3- wire cable 

j — 4-prong battery plug for VS064 battery 

2 — V2" rubber grommets 

j 2" x 5" x 7" cabinet (Bud Minibox CU-2108) 



and move the ohmmeter lead from the 
+1.5 A terminal over to the +90B wire. The 
ohmmeter needle will kick and then drift 
back to more than 100,000 ohms alter the 
filter capacitor charges. 

If these tests come out as described, you 
can safely energize the receiver. You should 
hear a very loud hissing noise, which in- 
dicates that the receiver is working. Con- 
nect an antenna to the transceiver as 
described below. If you are lucky, you may 
hear stations in the Citizens Hand, but 
more than likely you will have to "trim" 
the receiver frequency. 

The coil has been constructed so that you 
will come out slightly lower than 27 mc. 
By bending in the turns of LI, you can put 
it "on the nose." It might be worth your 
time to have the unit aligned at a service 
shop with an accurate TV marker gen- 
erator. At the low end you should hear the 
generator on 26.9 mc, and at the high end 
on 27.3 mc 

The transmitter tune-up procedure is 

June, 1959 



described in the information accompanying 
the International Crystal unit. You can 
make a dummy testing antenna with a #19 
pilot lamp and a plug that will fit the an- 
tenna jack. With this inserted and the 
transmitter energized, adjust coil L2 and 
the Turn /Load capacitors for maximum 
brilliancy. The bulb should light very 
brightly. Connect the microphone and 



TO WHIP 
ANT ENN A 
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Fig. 8. 



SPAGHETTI ' 

whistle into it. The bulb should get notice- 
ably brighter. 

GETTING ON THE AIR 

The Citizens Talkie can be used with a 
dipole antenna (measuring 9' 6" tip-to-tip) 
fed by 25' of RG-58/U coaxial cable. You 
can also use a "whip" antenna so that it 
becomes a true "walkie-talkie." 

(Continued on page 125) 
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atio Hi-Fi 



Extension Speaker 



for outdoor listening pleasure 




FOR A relatively small investment, any 
audiophile can both have his music and 
beat the heat. All he needs is a moderately 
priced, good-quality, weatherproof loud- 
speaker, a portable stand, extension cord, a 
handful of connectors, spade lugs and small 
hardware, and an hour or so of spare time. 

The "Patio Hi-Fi" consists of a Univer- 
sity Type MLC weatherproof loudspeaker, 
a standard microphone stand and a 50' ex- 



tension cord. The entire assembly is an .in- 
expensive, compact, and easily portable ex- 
tension loudspeaker which permits you to 
"put music where you want it." It can be 
shifted from the front porch to the patio, 
to the yard, or wherever you wish — but you 
needn't dash like crazy to move the assem- 
bly inside during a sudden summer shower. 

The loudspeaker is equipped with a 
mounting bracket pre-punched with V 2 "- 
diameter mounting holes. Ream out the 
center mounting hole to % "-diameter to fit 
a standard %" mike stand, and secure the 
loudspeaker in place using knurled %"-27 
ring nuts. Almost any type of microphone 
stand can be used, although a broad-base 
stand will provide better stability. 



Details for mounfing 
the loudspeaker are 
shown at right, exten- 
sion cord details on the 
next page. The length 
of the extension cord 
will depend on where you 
want to use the speaker. 



By LOU GARNER 




HALF CLOTHESLINE 
CLEAT SECURED WITH 
MACHINE SCREW 
8r NUT 
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Attached to the loudspeaker is a short 
two-conductor cable terminated in a two- 
terminal plug. Use a "locking-type" con- 
nector to minimize the chances of the 
speaker connection being broken while the 
audio system is in use. An open speaker 
connection could damage your amplifier! 

Secure the speaker cable to the mounting 
bracket with a standard cable clamp. Drill 
a small hole in the speaker bracket for the 
mounting screw. This screw (and nut) can 
also be used to mount a half clothesline 
cleat to store the extension cord. 

The extension cable can be made up of a 
25' to 75' length of standard "zip-type" line 
cord. Terminate one end in a locking-type 
socket to match the loudspeaker plug and 
the other end in a pair of spade terminals 






PARTS LIST 

J — Weatherproof high-fidelity loudspeaker 
(University Type MCI) 

1— Microphone stand (Atlas CS-1 or equiva- 
lent) 

1 — Clothesline cleat (see text) 

2 — W-27 knurled machine nuts 
1 — Cable clamp 

T— 1/ 2 " 8-32 Hat-head brass machine screw 

1— 8-32 brass hex nut 

2- Spade or hook terminals 
I — 50' two-conductor "zip" line cord 
] — Two-terminal locking type plug 

(Cinch-Jones No. P-302-CCT-L) 
} — Two-terminal locking type socket 

(Cinch-Jones No. S302-CCT-L) 
Misc. electrical tape, solder, etc. 

for connection to the amplifier. Wrap each end of the line cord with electrical tape 
to prevent any tendency for the wire to "zip" apart in use. 

Set up the loudspeaker wherever you wish. Connect the proper end of your ex- 
tension cord to the loudspeaker plug, uncoil the extension cord, ami connect the 
other end to the proper output terminals of your power amplifier. Switch on your 
amplifier, tuner or record player, and enjoy some real cool hi-fi. -Sl- 
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«ancf Micro 



New developments in 
miniaturization 



TWO developments which could 
shape the future of the electronics 
industry were recently announced by 
the Radio Corporation of America. 
One, a new type of vacuum tube 
called the "Nuvistor," comes from the 
laboratories of the RCA Electron 
Tube Division. The second, a new 
technique of integrating electronic 
circuits into "micro-modules," was en- 
gineered by RCA under a contract with the 
U. S. Army Signal Corps. 

The Nuvistor. A new concept in tube 
design, the Nuvistor is notable for several 
reasons. Roughly one-third the size of con- 



m . ** * 







Tiny military radio has been 
made smaller than an average 
lump of suqar through the use 
of micro-module techniques. 



ventional tubes which perform similar func- 
tions, it employs a unique cylindrical type 
of construction which is ideally suited lor 
mass production techniques. Materials used 
are ceramics, steel, molybdenum, and tung- 
sten. The Nuvistor uses no glass or mica in 
its construction. 

Electrodes are supported from one end in 
a cantilever fashion. This feature elim- 
inates the need for mica support discs or 
spacers. Because of the low mass and shape 
of the electrodes, Nuvistors can withstand 
a high degree of shock and vibration. 

Advantages claimed are miniaturization, 
improved ruggedness, reliability, efficiency, 
and lower power drain. Nuvistors operate 
satisfactorily at temperatures in excess of 
those possible with conventional tubes. An- 
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Three Nuvistors are shown beside their larger glass- 
tube counterparts. Left to right are developmental 
samples of a triode, tetrode, and beam power tube. 
Nuvistors outperform conventional types and make 
possible smaller, more efficient electronic instruments. 



other interesting feature is the inclusion of 
indexing lugs to simplify insertion into tube 
sockets. 

It is expected that Nuvistors will be use- 
ful in industrial, military, and entertain- 
ment applications. Limited production will 
stall next year. Future refinements include 
the possibility of incorporating the cold 
cathode design now under development by 
Tung Sol and the Signal Corps (see Popu- 
lar Electronics, May, 1959). 

Micro-Modules. Developed primarily 
for military applications, micro-modules are 
nevertheless expected to find their way into 
industrial and entertainment equipment. 
Seemingly the end step in the trend toward 
miniaturization, they are composed of tiny 
wafers one-hundredth of an inch thick and 
a third of an inch square. These waters, 
each of which is an electronic circuit com- 
ponent such as a resistor, capacitor, transis- 
tor, etc., are stacked, interconnected, and 
encased in a protective coating. 

The use of micro-modules makes possible 
no less than a tenfold reduction in size and 
weight of electronic devices. Tests indicate 
that the tiny cubes should be highly de- 
pendable, require little power, and provide 
high performance. It is expected that mass 
production techniques will lower their cost 
sufliciently to justify a "take-out-and- 
th row-away" repair philosophy. 

Micro-modules developed to date have all 
employed transistors. There is no reason, 
however, say RCA spokesmen, why they 
could not be combined with vacuum tubes, 
or Nuvistors, to oiler functions not pro- 
vided by transistorized circuits. 
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IT COULD BE that you, like so many 
others, feel that world-wide reception 
can be had only on the short waves. But 
with a good receiver and antenna, it is pos- 
sible to log all continents on the medium- 
wave broadcast band. 

You may say to yourself, "That's all well 
and good, but I can't afford a professional 
receiver, and I don't have the room for a 
500' long-wire." Well, while such equip- 
ment is certainly desirable, less expensive 
receivers can be utilized successfully. Very 
inexpensive D/F (Direction-Finder) re- 
ceivers, such as the 12-tube MN-26C and 
the 17-tube BC-433F, can be purchased at 
many surplus stores and made to work as 
well as most communications receivers. 
This is not so surprising when you consider 
that the BC-433 has three r.f. stages. 

The "O-S'er." Older console models 
usually contain sensitive chassis, and can 
be adapted for DX work by the addition of 
a Q-multiplier, sideband slicer or "Q-5'er" 
to increase selectivity. Of course, the ac- 
cessory must match the receiver's i.f. 
frequency. 

The surplus BC-453 receiver, long known 
as the "Lazy Man's Q-5'er," contains an 
85-kc. i.f. which is very sharp. It can be 
employed with any i.f. frequency commonly 
used in broadcast receivers (175, 262, 455 
and 456 kc. being the most common) by 
breaking the i.f. signal lead in a convenient 
place, connecting to it a small capacitor 
and, from that, a length of coaxial cable 
to the antenna post on the "Q-5'cr." 

Audio from the "Q-5'cr" can then be 
taken from a large capacitor connected to 
its output stage and fed into the receiver's 
phono input, if it has one. If it does not, 
the lead from the detector to the volume 
control in the receiver can be cut and a 
shielded cable run from the volume control 
to the "Q-5'er." It may be necessary to 
connect a variable resistance in series with 
this lead to avoid overloading the receiver 
audio section. 

If desired, the sensitivity and signal-to- 
noise ratio can be boosted considerably by 
connecting a simple preselector (r.f. ampli- 
fier) between the antenna and receiver an- 
tenna posts. 

Antennas. The higher and longer anten- 
nas are much to be preferred, whether they 
are of the long-wire or the dipole type. If 
it is impossible to erect an antenna more 
than ten feet high or so, just remember 
that any antenna is better than no antenna 
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Medium waves provide 
real DX'ing challenge 
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at all, and concentrate on making the re- 
ceiver more sensitive. 

Since few antennas can be long enough 
to resonate effectively at broadcast fre- 
quencies, the alternative is to scoop in as 
much signal as possible. It you can, use 
stranded antenna wire, as it has lower sig- 
nal resistance than solid wire, and use 
double insulators to reduce losses in wet 
weather. 

Join a Club. If you have the equipment, 
you need to know where and when to listen. 
To find out what other DX'ers are hearing, 
the best thing to do is to join a radio club. 

The Newark News Radio Club, 215 
Market St., Newark 1, N. J., dedicates a 
section of its monthly bulletin to the broad- 
cast band. Another club is the National 
Radio Club, c/o Harold F. Wagner, R. D. 
#1, Lake City, Pa. 

The DX'ers' Radio Club, which was 
formed solely for the purpose of BCB 
DX'ing, also issues a monthly bulletin. In- 
formation can be had by writing to the 
DX'ers' Radio Club, c/o Jim Ernst, 563 
Park Ave., Scotch Plains, N. J. 

Using the Station List. Stations which 
are heard well in the United States, plus 
some of the better DX stations which arc 
heard regularly, are listed at right. 

As a rule, the European and African sta- 
tions can be heard from sunset, local time, 
until they begin to lade out around sunrise 
in Europe. You can bring in the Central 
and South American stations until they 
sign off around 0100 EST. The Pacific Area 
and the Far East are heard best from 
around 0300 EST until American stations 
sign on and drown out the weaker DX. 
Stations listed as being in the Caribbean 
Area can be heard from about 0410 EST, 
when they begin signing on. And listeners 
in western states will find that some sta- 
tions in Central America will come in 
better in the early morning hours because 
there will be less local interference. 

Winter is the best season for DX, al- 
though the early spring is almost as good. 
The reason is that the sun's rays strike the 
ionosphere at more of an angle and cause 
less ionization of the atmosphere, resulting 
in less ionospheric absorption. 

The years of low sunspot activity will 
provide better DX for the same reason. 
The next sunspot low will be 1964 to 1966, 
but there is no reason to wait until then be- 
cause solar activity varies considerably 
even over very short periods. H3fir- 
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DX BROADCAST 



FREQ. 
(kc.) 



CALL 
LETTERS 



STATION NAME (Location) 



665 

70/ 

764 

845 

890 

935 

980 

7 742 
1205 
1205 

1286 

7295 

7439 

7466 

7500 



EUROPE AND NORTH AFRICA 

Emisora Nacional (Lisbon, 

Portugal) 
Radio Moghreb (Sebaa 

Ayoun, Morocco) 
Radio Lausanne (Sottens, 

Switzerland ) 
Radio Italiana, Roma II 

(Rome, Italy) 
Radio Algiers II (Algiers, 

Algeria) 
Radio Africa-Moghreb 

(Tangier, Tangiers) 
Radio Algiers I (Algier, 

Algeria ) 

RVI29 (Kaliningrad, R.S.F.S.R.) 

(Alexandria, Egypt, U.A.R.) 
Radiodiffusion Francaise 

(Bordeaux, France) 
Radio Prague (Prague, 

Czechoslovakia ) 
B.B.C. (Daventry, Great 

Britain) 
Radio Luxembourg (Villa 

Louvigny, Luxembourg) 
Radio Monte Carlo (Monte 

Carlo, Monaco) 
Radio Renasenca (Lisbon, 

Portugal) 



CENTRAL 



540 


XEWA 


640 


TGW 


650 


TIBAS 


655 




660 


CMCU 


660 
675 


XEBZ 
YNDS 


730 


CMHU 


730 


XEX 


755V 




760 


XEWB 



AND SOUTH AMERICA 

La Voz de America Latina 

(San Luis Po+osi, Mexico) 
Radio Nacional (Guatemala 

City, Guatemala) 
Radio Monumental (San 

Jose, Costa Rica) 
Radio Nacional del Salvador 

(San Salvador, El Salvador) 
Radio Garcia Serra (Havana, 

Cuba ) 
(Mexico City, Mexico) 
Union Radio (Managua, 

Nicaragua ) 
Radio Mambi (Havana, 

Cuba ) 

XEQ, Radio Panamericana 

(Leon, Mexico) 
Radio Sisi (San Jose, Costa 

Rica) 

La Voz de America La+ina 
(Mexico City, Mexico) 
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STATIONS HEARD IN THE UNITED STATES 



FREQ. 
(kc.) 


CALL 
LETTERS 


STATION NAME (Location) 


FREQ. 
(kc.) 


CALL 
LETTERS 


CT ATI AM Kl A k A C M An i 

biAilvJiN INAMt (Location/ 


790 


CMCH 


(Havana, Cuba) 


790 


a f^r* 
4 


(Brisbane, Australia) 


820 


HJED 


Radio Lenti (Can, Colombia) 


800 


1 V7 
1 T L 


(Kotorua, New Zealand) 


830 


CMBZ 


Radio oalas (Havana, Cuba) 


830 


J Kj DO 


Nippon Hoso Kyokai 


840 


HJKC 


Radio Nuevo Mundo 






(wsaka Japan) 






(Bogota, Colombia) 


o a n 
840 


4RK 


( Roclchampton, Australia) 


845 


HROW 


Radio Montserrat 


850 


Kl LA 


\ nilo, nawan ) 






(Tegucigalpa, Honduras) 


870 


KAIM 


(Kaimuki, Hawaii) 


854 


OAX4A 


Radio Nacional del Peru 


870 


2GB 


(Sydney, Australia) 






(Lima, Peru) 


880 


JOLB 


Nippon Hoso Kyokai 


860 


CMBL 


Radio Aeropuerto 






( rukuoka, Japan ) 






(Havana, Cuba) 


900 


KFRB 


( Fairbanks, Alaska ) 


880 


TILS 


Para Ti (San Jose, 


900 


4YC 


(Dunedin, New Zealand) 






Costa Rica) 


920 


KAHU 


(Waipahu, Hawaii) 


880 


TGJ 


Radio Nuevo Mundo (Guate- 


930 


VRH 


Radio Suva 






mala City, Guatemala) 






(Suva, Fiji Islands) 


890 


HJCI 


La Voz de la Victor 


950 


JOKR 


Radio Tokyo (Tokyo, Japan) 






(Bogota, Colombia) 


7070 


JONR 


Asahi Broadcasting Company 


900 


TILC 


Radio Hispana 






( Osaka, Japan ) 






(CaTtago, Costa Rica) 


7040 


4ZB 


(Dunedin, New Zealand) 


900 


XEW 


La Voz de America Latina 


7 780 




Voice of America (Naha, 






(Mexico City, Mexico) 






Okinawa, Ryukyu Islands) 


910 


CMCF 


Union Radio (Havana, 


7 220 


4AK 


(Oakey, Australia) 






Cuba ) 


7 370 


JOJB 


Nippon Hoso Kyokai 


935 


YNW 


Radio Mundial 






( Kanazawa, Japan) 






(Managua, Nicaragua) 


7 380 


KHON 


(Honolulu, Hawaii) 


950 


CMBF 


(Havana, Cuba) 








980 


PRE8 


Radio Nacional 




CARIBBEAN AREA 






(Rio de Janeiro, Brazil) 


630 


CMQ 


Radio Centro 


995 


TIFC 


Faro de! Caribe 






(Havana, Cuba) 






(San Jose, Costa Rica) 


640 


CMHQ 


Radio Centro 


7060 


CMCX 


(Havana, Cuba) 






(Santa Clara, Cuba) 


1075 


YSEB 


La Voz de Latino America 


655 


PJA-10 


The Voice of Aruba (Aruba, 






(San Salvador, El Sal- 






Netherlands West Indies) 






vador) 


660 


ZFY 


Radio Demerara (George- 


7 750 


CMCA 


Radio Popular 






town, British Guiana) 






( Havana, Cuba ) 


670 




Radio Progreso 


7235 


ZBMI 


(Hamilton, Bermuda) 






( Havana, Cuba ) 


7340 


ZBM2 


(Hamilton, Bermuda) 


675 


YNDS 


Union Radio 


7540 


ZNS 


(Nassau, Bahamas) 






(Managua, Nicaragua) 






690 


CMBC 


Radio Progreso 




OCEANIA, FAR EAST 






(Havana, Cuba) 


550 


KMVI 


(Wailuku, Hawaii) 


730 


VP4RD 


Radio Trinidad 


590 


KG MB 


(Honolulu, Hawaii) 






(Port of Spain, Trinidad) 


630 


KPOA 


(Honolulu, Hawaii) 


870 


WKVM 


(San Juan, Puerto Rico) 


660 


2YC 


(Wellington, New Zealand) 


870 


CMW 


Radio Reporter de Cuba 


670 


JOBK 


Nippon Hoso Kyokai 






(Havana, Cuba) 






(Osaka, Japan) 


880 


TGJ 


Radio Nuevo Mundo (Gua- 


690 


KULA 


( Honolulu, Hawaii ) 






temala City, Guatemala) 


730 


KFQD 


(Anchorage, Alaska) 


7200 


CMA 


Radio Musical de Cuba 


770 


3LO 


(Melbourne, Australia) 






(Havana, Cuba) 


785 




Radio Pyongyang 


7435 


PJA-5 


Radio Keklboom (Aruba, 






(Pyongyang, North Korea) 






Netherlands West Indies) 
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POPULAR 

ELECTRONICS 



Builds a 




ELECTRONICS 




Heath's RP-3 kit can be put together 
with ordinary hand tools. Clear in- 
structions allow even a rank amateur 
ro tackle the assembly with confidence. 
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INTRODUCED on the market late 
last year by the Heath Company, 
Benton Harbor, Mich., the RP-3 is the 
world's first and only record changer 
in kit form. It is a complete record- 
playing unit; in addition to the changer 
itself, the "package" also includes an 
unassembled mounting base, pickup, 
stylus pressure gauge, and 45-rpm 
spindle. 

A rather unusual feature of the RP-3 
is its changing mechanism. Unlike most 
record changers, it has separate drive 
systems for rotating the platter and 
powering the changing mechanism. 
This enables the platter to "pause" 
during the change cycle, with the re- 
sult that records fall on a stationary 
surface and cannot be "ground" to- 
gether. 

Assembly is not difficult. The 40-page 
instruction book, like most Heath in- 
struction books, is a model of clarity 
and includes numerous exploded and 
detailed diagrams. The whole job, in- 
cluding putting the base together and 
mounting the pickup, can be completed 
in from three to six hours. 

Thanks in part to the basic simplic- 
ity of the design, the RP-3 unit which 
we assembled worked well after only 
a few minor adjustments were made. 
No problems of rumble, wow, or flutter 
became evident, and the changing 
mechanism performed iaultlessly. If 
you're in the market for a reliable 
changer at a reasonable price, the RP-3 
kit merits your consideration. — j3ffi — 
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\I/E HAVE ALL READ of the advantages 
u of using square waves to test our hi-fi 
equipment, only to be scared off by the cost 
and complexity of the generator. The rise- 
time requirements are strict, or interpreta- 
tion of the results is very difficult However, 
low-cost transistors are available which 
make possible a simple unit with rise-times 
as good as 2.5 microseconds. 

The cost of the complete transistor 
square-wave generator is less than $10. 
Single-knob control is used, for selecting 
100-cycle, 1-kc. or 10-kc. output, and lor 
turning the generator on automatically. An 
Off position is provided to save the battery 
when it is not in use, although the operat- 
ing current is about the same as normal 
leakage for a penlight battery. 

Mounting and Wiring. Components of 
the "Q-Square" are mounted by their own 
leads to a perforated Bakelite board. Cut 
to tit the Bud CU-3003 box, the board is 
held by four small brackets. Note the neat 
placement of the parts. Wiling is done by 
hxy ing the component leads next to each 
other and soldering. 

June, 1959 



Check your hi-fi 
audio amplifier with a 
multi-square- wave generator 



Be careful to heat -sink the transistors 
when soldering. And where connecting 
wires are required, use solid tinned hookup 
wire with the insulation removed. The re- 
sult looks like a printed circuit, without its 
headaches. The battery holder is fastened to 
the board with #2 sheet-metal screws. 

Wire in all components except R). Tem- 
porarily connect a 1-megohm potentiometer 
as a variable resistor in its place. After all 
wiring has been carefully checked, insert 
the battery with the positive end toward 
Q2. Plug in the output lead and connect to 
the vertical input terminals of your oscillo- 
scope. Turn SI to the 1-kc. position. 

It will take several seconds for C2 to 
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charge and allow the generator to operate. 
Vary the potentiometer resistance until the 
square waves are symmetrical. Shut off the 
generator, disconnect the potentiometer 
without disturbing its setting, and measure 
its resistance. Then select a resistor of the 
same value and wire it in place. 

Substitutions. If the generator does 
not give a stable pattern with any value of 
/?//, or a symmetrical pattern cannot be ob- 
tained, interchange the transistors. Per- 
formance may be improved somewhat by 
the use of more expensive transistors such 
as the 2N168A. 

Don't be surprised if the 100-cycle and 10- 
kc. square waves do not look square on 
your scope — its response may be much 
worse than you thought. Remember that a 
response to at least 100 kc. is necessary to 
get a square waveform. 

It may also be necessary to try several 
different capacitors for C3, to set the op- 
erating frequency far enough away from a 
multiple of the a.c. line frequency. If this 
is not done, the interaction (in the scope) 
will cause the pattern to exhibit "crawl" or 
be difficult to lock. 

Using the Generator. Square waves 
are very rich in harmonics. When they are 
used for testing, a great deal of information 
about the frequency response, phase shift 
and transient response of your amplifier 
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Phenolic subchassis is prewired, then in- 
stalled in the cabinet with small brackets. 



HOW IT WORKS 

The circuit consists of a common-base amplifier 
feeding a common-collector stage through a fre- 
quency-determining capacitor (e.g., C4), Feedback is 
provided through the common emitter resistor (A'J). 
When power is applied the base bypass capacitor 
{C2). charges through Rl, applying a reverse bias 
lo Ql, turning it o§, and thus allowing C4 to 
charge through Q2 t turning it on. This state con- 
tinues until C2 is fully charged. Thereafter, C2 
serves merely as a low-impedance a.c. path to ground. 

With the inhibiting effect of C2 removed, C4 dis- 
charges through the Ql collector load resistor (f\2). 
Ql is kept off by the current drawn through A'J by 
Q2 The volt aye applied to the base of Q2 is re- 
duced, lowering the bias current through R3, turning 
Ql on The drop in collector voltage through R2 is 
transmitted as a pulse to cut Q2 off. At this time 
C4 begins to charge through the base-emitter path 
of Q2. When its charge is great enough, it will turn 
Q2 on, initiating a new cycle. 



POPULAR ELECTRONICS 



www.americanradiohistorv.com 



can bo seen at a glance. The "Q-Square" 
was designed to operate into at least a 20,- 
000-ohm load, making it suitable for most 
hi-fi amplifiers. 

Connect the output lead to the amplifier 
input, disconnect the speaker and replace it 
with a resistor, and connect your scope 
across the resistor. Be sure that your load 
resistor is rated to carry the power output 
of your amplifier. Now turn the amplifier 



TEST FREQUENCY = 100 CYCLES 




002/ \fiia. 
200/ 1/iLif 




Frequency-determining capacitors C3. C4 
and C5 will provide I00-, 1000- , and 10,000- 
kc square waves. Other frequencies can be 
obtained by using other capacitor values. 





PARTS LIST 


imiiitmimminiiiiiht; 


Bl 


—1.5-volt penliqht cell 




CI 


-8-jdd., 6-volt electrolytic capacitor 




C2- 


—SO-fitd., 6-volt electrolytic capacitor 




C3- 


~-.02-/itd. capacitor 100 cps) 




C4 


.002- vld. capacitor (1000 cps) 




\ C5- 


—200-iiiitd. capacitor (10,000 cps) 




! 11- 


RCA-type phono jack 




\ Q1.Q2 2N170 transistor 




I Rl- 


—i20.000 ohms All resistors 


\ R2 


2000 ohms 


■watt 


1 R3- 


- €80 ohms composition 


1 R4 


-680,000 ohms (see text) 




\ Sl- 


-3-pole, 4-pos. switch (Mallory 3134]) 




I I — 


Chassis box (Bud CU-3003) 




] — 

f.lll'Illlllllllll. 


Battery holder (Acme jfS) 





gain control to minimum, set your tone con- 
trols for Hat response, and turn on the 
generator. 

Bring up the gain control until you see 
a clear pattern on your scope. Then com- 
pare the pattern to those shown here. You 
can also rotate the tone controls to see just 
how much cut and boost they allow. 

With your speaker connected, the "Q- 
Square" will enable you to check lor speak- 
er "hangover," transient response, and 
cabinet rattles and resonances. 
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Excessive low-frequency response 
(bass boost) 



Insufficient low-frequency response 
( bass cut) 



Leading phase shift 



Lagging phase shift 



TEST FREQUENCY = 1 KC. or 10 KC. 




Peaked high-frequency response 
{treble boost) 



Slight high-frequency loss 



Severe high-frequency loss 
(treble cut) 



NIP Damped oscillation (ringing) 




Typical square-wave distortions which 
are encountered in hi-fi amplifier testing. 
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You can take advantage of the best job 
opportunities in the world if you know 
how to: 

Measure your education and 
experience 
• Look for and land a job 

Save money on an overseas job 
Make your electronics education 
pay for itself 

THE BEST job opportunities in America 
today are in the field of electronics, and 
anyone with enough interest, initiative or 
knowledge can carve out an exciting and 
profitable career for himself in America's 
fourth largest industry. The electronics in- 
dustry has grown and is continuing to grow 
so rapidly that the demand for trained tech- 
nical personnel is outstripping the supply 
and will continue to do so. This situation 
is a headache for companies that are des- 
perately seeking men to fill the empty tech- 
nical positions, but it's a bonanza to anyone 
with a technical bent who wants to insure 
his future in this well-paying field. 

It doesn't take an extensive education or 
a college degree to break into the electron- 
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ics industry— all you need is a genuine in- 
terest in the field, and a willingness to take 
the first step. Once a foothold has been 
gained, you can advance farther and faster 
than in any other industry. 

How Much Do You Know? Chances 
are that you know something about elec- 
tronics, and the first thing to do is to take 
stock of this knowledge and figure out your 
value to a potential employer. To help you 
find out where your present education, 
background, and experience fits into the 
electronic industry, the table at right 
gives a description of several of the most 
common job categories under the engineer- 
ing level. It shows you how much educa- 
tion and experience is usually required, as 
well as the probable pay scale. 

Most research and development jobs deal 
with one specific aspect of electronics, such 
as radar, or computers, or missile control 
equipment, and specialized knowledge of a 
subject pays off handsomely. A short cut to 
high salaries can be made by taking some 
of the home-study courses on special sub- 
jects now being offered by many corres- 
pondence schools. Course credits in auto- 
mation, servomechanisms, instrumentation, 
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TV and radio broadcasting offers 
many well-paying jobs, especial' 
[y in the larger cities. Once a 
start is made in this field, job 
security is excellent. An FCC 
First Class Radiotelephone li- 
cense is the minimum requirement. 



RESEARCH AND DEVELOPMENT JOBS AVAILABLE FOR ELECTRONIC TECHNICIANS* 

Class A Technician: Construction of complicated experimental breadboard circuits, working from 
basic engineering schematics or drawings along with sketches or oral instructions under minimum 
supervision of an electronics engineer; originating details of circuitry, control mechanisms, com- 
ponents, and subassemblies; exercising one's own judgment in modification of design or substitu- 
tion of parts or materials; conducting tests and compiling data on experiments; frequently making 
suggestions for improvement of equipment; occasionally directing work of lower level electronic 
technicians. 

Education and Experience: High school plus a minimum of two years of correspond- 
ence school or resident technical school. Two years or more of practical experieoce in 
similar-type job. Advanced knowledge of electronic theory and mechanical aptitude and 
judgment. 

Pay Scale: $96 to $150 a week or more. Average, about $125 a week. 

Class B Technician: Generally the same functions as Class A, but usually working under moderate 
supervision of a Class A technician; frequently directing the work of lower level technicians or 
assisting higher level electronic technicians; occasionally operating machine tools to make or alter 
mechanical parts. 

Education and Experience: High school plus a minimum of one year of correspond- 
ence or resident technical school, and two years of experience or two years of technical 
school and one year of experience. 

Pay Scale: $8S to $120 a week or more. Average, about $105 a week. 

Class C Technician: Same general functions as Class B but more detail wiring and less over-all 
design, 

Education and Experience: One year of correspondence or resident technical school 
and one year of experience, or two years of schooling alone, or two years of experience 
alone. 

Pay Scale: $65 to $110 a week. Average, $90 a week. 
* Based on information published by the U.S. Department of Labor, Bureau of Labor Statistics. 
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transistor circuits, computer mathematics, 
etc., are much appreciated by employers. 

Radio/TV Broadcasting. About 20,000 
electronic technicians were employed in 
radio and television broadcasting stations 
last year. The largest stations in the met- 
ropolitan areas have as many as 500 tech- 
nical employees. The highest-paying and 
most responsible jobs are in New York and 
Los Angeles, originating centers for most of 
the network programs. Average weekly 
earnings are about $130 in the larger sta- 
tions, while top salaries may run as high as 
$200 weekly if you have several years of 
experience. 

Anyone who intends to become a broad- 
casting technician should plan on getting 
a First Class Radiotelephone license from 
the Federal Communications Commission, 
Federal law requires that anyone who op- 
erates or maintains a broadcast transmitter 
must have a license. Applicants for licenses 
must pass a written examination covering 
construction and operation of transmitting 
and receiving equipment, radio theory, and 
the federal and international regulations 
and practices covering broadcasting. In- 
formation on how to apply for these exami- 
nations, and guides to studying for them, 
can be obtained from the Federal Com- 
munications Commission, Washington 25, 
D. C. 

Perhaps the easiest way to acquire the 
knowledge for passing the FCC test is to 
take an electronics course in a good techni- 
cal institute or from a home-study school. 
Some of the better schools provide courses 
especially designed to prepare the student 
for the FCC test and to qualify him for a 
beginning job in a broadcasting station. 
Many research companies also look on an 
FCC license as proof of achievement in 
electronics, and are glad to hire people with 
this "government diploma." 

Jobs Overseas. If you have the urge to 
travel and see distant places, you will find 
thousands of overseas jobs in the electron- 
ics industry. Tremendous salaries will 
sometimes be paid to technicians working 
in uncomfortable climates and isolated 
places; one company has offered over 
$20,000 for 18 months duty at military 
arctic radar bases. Other jobs under less 
extreme working conditions can be found 
wherever the U. S. Government is building 
or maintaining military bases, in Green- 
land, Spain, North Africa, etc. 

Many of the electronic construction or 
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maintenance contracts are given to private 
companies, and these companies often ad- 
vertise for trained technical personnel. Oil 
companies need electronic technicians to 
work with equipment in their foreign oil 
fields. Construction companies and manu- 
facturers of commercial equipment who 
sell overseas usually keep a technical staff 
in foreign countries. 

As a quick way of earning a considerable 
amount of money, a job overseas can't be 
beat. Salaries are usually 25-507<? higher 
than equivalent jobs in the United States. 
Passage money is generally paid both ways, 
but a two-year contract usually must be 
signed. If the contract is broken, return 
passage is not paid. Partial or complete 
payment of passage for the technician's 
family is often paid by the company. 

But the biggest financial advantages 
come from the facts that living expenses in 
a foreign country are commonly one-half 
or less than in the United States, and that 
if you stay overseas for 18 months or more 
you do not pay U. S. income taxes. The 
companies usually make special payment 
arrangements to maximize tax savings. 
With all these advantages, an overseas job 
can yield a salary double or more than that 
of an equivalent American job. 

Which Companies Are Hiring? To find 
out which companies are actively recruiting 
technical personnel, the best place to look 
is in the classified advertisement section of 
the Sunday edition of the New York Tunes, 
or the Los Angeles Times. You'll find sev- 
eral pages of ads for engineers in every 
category and in every location in the coun- 
try, although most electronics companies 
are located in the North Atlantic States 
and California. 

The ads will usually mention only engi- 
neering positions, but keep in mind that for 
every engineer hired they've got to hire one 
or more technicians. You'll also find many 
ads which ask specifically for technicians. 
Between the two, chances are you'll come 
across about a dozen job opportunities 
every week. 

Education Pays for Itself. Once you're 
hired by a company, at either the technician 
or engineering level, you need no longer 
worry about the expense of furthering your 
education. The company will often foot 
most of the bill for a professional-level 
home-study course. Also, the company ap- 
preciates the fact that if you're enrolled 
(Continued on page 128) 
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A POPULAR ELECTRONICS "BONUS" FEATURE 




STEREO RECORDS: 

Fad or Fulfillment? 

By Sidney Norinsky 



June, 1959 
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TASTE AND TECHNOLOGY 



When, in 1926, acoustical recording gave way to 
the new electrical technique, everyone marveled 
at the expanded frequency and dynamic range, 
lower distortion, and far lower surface noise of 
the new discs. 

And when LP microgroove records made their 
debut in June of 1948, it was evident to all that here 
was an undeniably real advance in the art of sound 
reproduction. Any rumblings of discontent arising 
from those unfortunates overloaded with vast 78- 
rpm record collections were drowned out by the 
hurrahs of the audiophiles savoring the high highs 
and the low lows engraved in the vinylite LP 
grooves. 

But has stereo drawn the same unanimous ap- 
plause? Is everyone convinced that 45-45 discs and 
dual-channel sound systems actually bring us 
nearer the "ideal" of putting symphony orchestras 
into our living rooms? Are stereo discs really sig- 
nificantly better than monophonic records? And 
what about the factors of distortion, wear, and 
frequency response? 

After almost two years of living with stereo, we 
can legitimately attempt answers to these and other 
questions. The stereo situation is still in flux, so 
there are no "final" answers yet. But the opinions 
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and data presented in this article, developed from 
interviews with leading figures in the record in- 
dustry and from critical listening and considera- 
tion, represent a good cross section of thinking 
about the stereophonic disc in this, its second year 
of existence. 

Surprisingly, opinions in the recording industry 
about stereo run to two extremes: from downright 
disapproval to enthusiastic evangelism for stereo 
as the answer. The diversity of opinions is as 
broad as the range of tastes of the people express- 
ing them. For it is as much a matter of taste as of 
technology. 

Electrical recordings were unquestionably bet- 
ter than the older acoustical discs, and LP's are 
better than 78's for obvious and hardly debatable 
reasons. But does a violin and piano sonata sound 
better with one instrument coming from the left 
and the other from the right? 

Stereo directionality is fascinating to experience. 
But, after you've recovered from your astonish- 
ment at the audio fireworks built into stereo sam- 
plers — choo-choo train records, on-the-spot record- 
ings of Lockheed Constellations zooming across 
your living-room ceiling, etc.— you have to answer 
the question: does stereo enhance music? 

So you listen to hours of music. And once the 



70 



POPULAR ELECTRONICS 



novelty of having the orchestral violins on the left 
and cellos on the right wears off (as it inevitably 
will), there is the question: does the sound of 
stereo justify its higher expense and greater com- 
plexity as far as enjoyment is concerned? 

With these questions in mind, the author decided 
to query several people actively engaged in the 
business of recording and producing stereo discs. 



THE PROFESSIONALS SPEAK UP 



SOLOMON- 

Vanguard Records 
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Seymour Solomon of Vanguard Records stands 
up to be counted as an enthusiastic stereo sup- 
porter—for music that's meant to be really listened 
to, that is. If you want to hear Lawrence Welk's 
champagne music bubbling from your speakers, 
forget it, he says, you don't need stereo. 

But Solomon is convinced, on the basis of his 
long association with classical music (he and his 
brother Maynard founded the Bach Guild, later 
expanded their operation with the highly success- 
ful Vanguard label) that stereo adds very substan- 
tial elements of realism to recorded music beyond 
the sheer novelty of pinpoint instrument localiza- 
tion. It contributes solidity and breadth to an or- 
chestra, color and fire to all kinds of music. 

The Vanguard contingent is so convinced of 
stereo's value that they are using it for records of 
unaccompanied solo instruments — piano, harpsi- 
chord, violin. Solomon asserts that a piano re- 
corded and reproduced through two channels 
sounds more live, "placed-in-space," as it were. He 
admits, of course, that stereo records run the gamut 
in sound quality; some are "abominably" bad. But 
he's willing to run a straight comparison of his own 
stereo recordings against mono records any time. 

Possibly because he knows at first hand the 
painstaking care that goes into the production of 
a stereo record, Solomon advises that a listener will 
do well to search his playback system for faults 
before condemning the record. For example, the 
first stereo cartridges available left much to be de- 
sired, he says. In addition, many systems have the 
speakers hooked up out of phase; that is, when one 
cone moves forward, the other moves back, with 
a resulting "hole-in-the-middle" that destroys the 
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stereo effect. And there are other common faults 
such as stylus misalignment, wrong stylus pres- 
sure, speaker imbalance, and improper speaker 
placement — all of which detract from full enjoy- 
ment of stereo. 



BACHMANN- 

William Bachmann, chief engineer at Columbia 
Records, and one of the pioneers of high fidelity, 
has somewhat different views. To Bachmann, the 
directionality of stereo is of questionable value to 
anyone but a fanatical audiophile. Pings and pongs 
are an intriguing sonic phenomenon, but they have 
little to do with music. 

Classical music, he asserts, was written to be 
performed and heard as a musical whole. It there- 
fore does not need the special microphone place- 
ments and intense directionality of present-day 
stereo reproduction, an approach which to him is 
tiresome. And solo performances — voice, piano, 
etc. — are just as well recorded monaurally, says 
Bachmann (and Columbia and Epic policy follows 
his thinking on this point). 

In the realm of symphony and chamber music, 
Bachmann believes that today's stereo is primitive. 
He feels that experience and maturity will bring 
many changes for the better, changes that will 
create stereo techniques devoted to the nature of 
music itself, rather than to novelty or special 
effects. 

However, the world of jazz, swing, pops, and 
rock-n-roll has a powerful new tool in stereo, says 
Bachmann. He points out that stereo's ping-pong 
and sound-image properties have become the latest 
in a growing sequence of synthetic effects, such 
as close-miking and echo-chamber sounds, effects 
which have transformed recorded jazz and pops 
into what he calls a "new art form." 

Bachmann also points to another benefit as a by- 
product of the surge to stereo; the use of two 
speakers. Stereo or monophonic, the use of two 
speakers eliminates the narrow "extruded-through- 
a-hole" point source effect. 
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PULLEY-RCA Victor 

RCA Victor engineer Albert Pulley has been 
active on the recording scene for more years than 
he cares to remember. He is an unreserved cham- 
pion of stereo. In fact, he notes that he first began 
recording dual-channel tapes as long as five years 
ago, well before the advent of stereo records, in 
the expectation that stereo would achieve popu- 
larity. 

Pulley believes strongly that most of the people 
who deride stereo simply have not heard it proper- 
ly, and cites a recent experience with a well-known 
RCA recording star who at first vehemently dis- 
missed stereo as a mere sales "gimmick." Only 
after Pulley had demonstrated one of the better 
stereo discs on a professional playback system did 
this concert artist change his mind. 

The moral that Pulley draws from this example 
is the same one now being voiced by many other 
figures in the industry: if you cut corners, and 
thereby cut quality, either in producing or repro- 
ducing a stereo record, the public will become dis- 
illusioned with stereo altogether and will turn back 
to the lower cost and comparative simplicity of 
monophonic phonographs. 

Pulley also warns that some records sold as 
stereo are faked from mono sources by devices 
such as frequency range separation. "But when 
you hear real stereo played back on adequate equip- 
ment," he adds, "it's very, very good." 



ANONYMOUS-Major Record Company 

Yet, another industry figure, who insisted on 
anonymity (but who is, rest assured, quite real), 
believes that stereo has no significant merit. "I'm 
happy to listen to a good musical performance and 
I don't care if the trumpet issues from one speaker 
or the other" was the comment. 

In support of this anti-stereo stand, this indi- 
vidual recalled a dramatic experiment performed 
about eight years ago. RCA had placed its "Berk- 
shire" model radio-phonograph combination con- 
sole behind the Boston Symphony Orchestra on 
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the stage of the enormous Tanglewood Music Shed 
at the Berkshire Music Festival in Massachusetts. 
At one point in the performance, the astonished 
audience watched the musicians put down their in- 
struments and heard the music continue "un- 
changed." With such reality from a mono source, 
was the conclusion, why bother with stereo? 

This person made a strong distinction between 
"listening for sound" and "listening for music." 
Whether these twain shall ever meet has often 
been debated, but the answer for this dissenter was 
a most definite "No." Other anti-stereo arguments 
reflected the thoughtful but adamant stand of one 
to whom musical values such as interpretation and 
instrumental techniques come first, with sound per 
se a poor second consideration. 




LISTENING AT FIRST HAND 



So much for the opinions of others. 

Before and after hearing all the foregoing opin- 
ions, the author engaged in many hours of critical 
listening to stereo and monophonic records. The 
system used for the "auditions" included a Shure 
M3D stereo cartridge, an Eicc HF85 stereo pre- 
amp, a pair of HF35 (watt) basic amplifiers, and 
two Tannoy Belvedere speaker systems consist- 
ing of 12" dual-concentric extended-range speakers 
in ducted-port reflex enclosures. A variety of rec- 
ords from a number of recording companies was 
heard: records of soloists, orchestras, Broadway 
shows, jazz, concertos, pop tunes, cantatas, and 
even a drum ensemble. 



STEREO-MONO JUDGING METHODS 

For some of these records, the monophonic coun- 
terpart releases were also heard (practically all 
stereo records are available in mono versions as 
well). At first, the audition of a record began with 
a stereo hearing (using the Shure cartridge), then 
a performance of the monophonic release (using 
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CANCEL 



LATERAL CO.tfKWENTS ADO 
I 



an ESL C-60 mono pickup). This practice 
was soon abandoned in favor of paralleling 
the two outputs of the Shure to produce 
a mono signal from the stereo record. 

This was judged to be a fair method be- 
cause, when both outputs of a stereo car- 
tridge are paralleled, the vertical compo- 
nents of the stereo signals, being in op- 
posite phase, cancel each other, as shown 
in Fig. 1. Only the lateral components of 
the signals remain to be amplified. The 
combined lateral contents of the two stereo 
channels add up to provide an essentially 
monophonic version of the stereo record. 

After many comparisons between the sound of a monophonic record itself 
and the stereo record played monophonically, the difference was judged 
slight or non-existent. Consequently, it was decided to use stereo records 
as the basis for listening tests and comparisons between stereo and mono 
reproduction. Instant comparison between stereo and mono was possible 
merely by a turn of the mode control on the preamp. This method also 
served to reveal a curious phenomenon which will be discussed later. 



Fig. 1. When outputs of stereo car- 
tridge are paralleled, vertical compo- 
nents cancel, lateral components add. 



Music for the Harpsichord. Many of the IT ATTHN 

debates over stereo have centered around RECORD EVALUATION 
its questionable value in recording solo 

instruments, and so some reactions to "Music for the Harpsichord," played 
by Sylvia Marlowe (Decca DL710001), are worth mentioning. The harp- 
sichord is a difficult instrument to reproduce accurately because of its sharp 
transients and intricate overtone structure. 

In stereo this record came very close to conveying the sound of a harp- 
sichord in the concert hall. It was delicate and soft, with none of the hard 
"clanginess" heard on many older records. Moreover, it was, as Seymour 
Solomon put it, "placed in space." While no sharp directionality was ob- 
vious, the instrument itself seemed to have real dimensions. 

Flipping the mode switch to mono made a difference, but not a shocking 
difference. The delicate harpsichord quality was well retained. Yet several 
such back-and-forth comparisons revealed that only the stereo version of- 
fered the illusion of an actual harpsichord just beyond the wall of the room. 
In the monophonic version, the harpsichord seemed to be definitely a product 
of the two speakers. 

Of course, it took a direct comparison to tell— but the difference was 
there. And while other differences in sound quality such as distortion and 
frequency range were not discernible, the stereo version added a touch of 
reality just barely lacking in the mono version. 

Themes for African Drums. A fascinating record is RCA Victor's "Themes 
for African Drums" played by Guy Warren and his group (LSP-1864). 
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Here, stereo added directionality — a priceless in- 
gredient in listening to the back-and-forth re- 
sponses from performers who are normally spaced 
across a stage. The interplay of bongo drums with 
the larger "talking drum" is also dramatized by 
directionality. Switching to mono narrowed the 
sound source intolerably and eliminated the effect 
of the action's taking place across an imaginary 
stage. 

Beethoven's First Piano Concerto. Glenn Gould's 
stereo recording of Beethoven's First Piano Con- 
certo with the Columbia Symphony under Vladi- 
mir Golschman (Columbia MS 6017) demonstrates 
a rather different approach to stereo. It does not 
send the piano out of one speaker and a big chunk 
of orchestra out of the other, as one might suppose. 
Instead, the piano is heard between the speakers 
with the orchestra surrounding it. Moreover, di- 
rectionality is not stressed; you don't hear instru- 
ments in distinct locations as with many other or- 
chestral records. 

It was with the Gould record that the practice 
of stereo-mono switching with the preamp mode 
control revealed a striking effect. Each time the 
preamp was switched from stereo to mono, the 
"sound-front" from the two speakers seemed to 
collapse to a narrow line between them, somewhat 
as turning a TV set's width control causes the 
picture to be squeezed into a central vertical line. 

This "TV squeeze" phenomenon was most ob- 
vious on recordings of full symphony orchestras, 
but was apparent even in the harpsichord record, 
as already described. Of course, the reason for 
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the squeeze is that the monophonic sound is 
"imaged" directly between the two speakers. 

Sound Ideas. The glossy, golden-brassy style of 
Les and Larry Elgart and their orchestra is pro- 
jected on a dance record called "Sound Ideas" 
(Columbia CS 8002), in which Bachmann's "new 
an form" thesis is well illustrated. This record 
is a stereophile's dream of directionality. 

Yet the sound of saxes from the left, percussion 
from center, and the trumpets from the right is 
more than an audio gimmick. It's a spectacular 
display of harmonies and textures among soloists 
and sectors of the Elgart band, and as such, a high- 
ly interesting picture of a bright, polished ensem- 
ble. This is fine if you're listening intently. But 
this is dance music designed for casual listening. 
Turn the mode switch to mono and the bandstand 
contracts in the "TV squeeze"; but if you're danc- 
ing, who cares? 

Magnificat in D. Different entirely is the Van- 
guard record of J. S. Bach's Magnificat in D f a 
cantata for chorus and orchestra (Stereolab BGS- 
5005). This is music for serious listening, if you 
like to get this serious, and the stereo version 
allows you to hear the sopranos from the left, 
altos from the right, etc. Not only is the sweep 
and grandeur of the massed chorus and orchestra 
lost by switching the mode switch to mono, but 
some of the clarity of the enunciation of the Latin 
text is also lost. A student of religious music is 
bound to appreciate the greater clarity of the 
stereo version, but even a newcomer to the Bach 
fan club is likely to warm to the intensely personal 
qualities of this music by being able to hear the 
localized voices of the chorus. 

West Side Story. The stereo "West Side Story" 
(Columbia OS 2001) is something of a disappoint- 
ment. The sound is good and directionality is 
clearly evident. Yet the expectation of hearing a 
virtual Broadway performance is never fulfilled. 
Voices and instruments come from left and right 
and middle, but the listener's reaction is, "So 
what?" They could just as well have come from 
the middle, for their dramatic significance. The 
probability is that the recorded performance was 
not really acted out like the regularly staged per- 
formance. If this was the case, then the potential 
of stereo for drama was not properly utilized. 
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HOW SHOULD STEREO SOUND? 




Fig. 2. Highly directional stereo is produced 
by recording setup diagrammed in (A); most 
American recording companies use this meth- 
od. The M-S recording system shown in (B) 
is favored in Europe; the characteristics of 
this technique are depth and spatial quality. 



Hearing these and other stereo discs 
confirmed the impression gained from 
the interviews that there is no single, 
universal conception of how stereo 
should sound. There are, in fact, two 
basic opposing schools of thought, 
each favoring its own system of micro- 
phone technique, and each lined up on 
either side of the Atlantic Ocean. 

Most American companies use two 
main microphones spaced left and 
right as in Fig. 2 (A). Usually a cen- 
tral mike feeds a third recording chan- 
nel, and special mikes are dotted 
around as needed for close pickups. 
Spacing between main left and right 
mikes depends on the size of the per- 
forming ensemble, studio, acoustics, 
the engineer's own ideas, and experi- 
mentation. This approach results in 
highly directional stereo. 

Europeans favor the so-called M-S 
system, shown in Fig. 2(B), a method 
which emphasizes depth and over-all 
spatial quality. Occasionally the Eu- 
ropeans supplement the M-S place- 
ment with additional left and right 
mikes, justifying this compromise of 
their principle by explaining that it 
merely "adds accent" to the sound. 
Which system is better? That's largely a matter of personal preference. 
If you must have directionality, records made with the "American-style" 
miking technique will be your cup of tea. If you want a feeling of musical 
integration with an added measure of depth and spaciousness, then try a 
few of the European M-S discs. Most Angel and Capitol EMI stereo re- 
cordings are made with M-S miking. 




HOW DOES STEREO SOUND? 



No recording technique can enable 
even the finest equipment to produce 
an absolute replica of a musical per- 
formance or aural experience in your 

POPULAR ELECTRONICS 



living room. At the risk of being held up to scorn 
twenty years from now, one would venture to say 
that such a goal will never be achieved. 

tStereo reproduction, however, sounds more 
"real" than does monophonic reproduction. Un- 
seen performers play from definite locations. The 
acoustics of recording halls or studios are "built 
into" the sound, and they keep the music from 
sounding disembodied. Solo instruments stand out 
mere clearly in stereo. 

There is no contradiction in saying that the very 
"reality" of stereo is the product of an elaborate 
illusion which was conjured up in the recording 
studio and then consummated in your living room. 

In listening, it's as if you say to yourself, "I'll 
just suppose for the time being that there is an 
actual symphony orchestra arranged along the 
wall." Then, when horns blare from the center, 
fiddles from left and right, and basses from the 
rear, you can grin with the satisfaction that your 
"suppose" paid off! Sound funny? There's a big 
grain of truth in it. 

In hard fact, a symphony orchestra could never 
squeeze into a living room, and if one ever did 
negotiate the feat, the sound would probably be 
unbearable. But a jazz combo or a string quartet 
or a soloist are all ideally suited to the dimensions 
of the average living room, and in stereo they be- 
come startlingly lifelike. 




TECHNICAL PROBLEMS 

Having taken into consideration various profes- tmotadttam • 

sional opinions and the impressions gained from Ulol Un 1 lUli • 

first-hand listening, now let's talk about distortion Stereo YS. Mono 

levels and record wear. 

In percentages, distortion is inherently higher 
on 45-45 stereo discs than on the latest and best monophonic LP records. 
Whereas harmonic distortion on a good monophonic LP record can be held 
to less than 2%, the distortion on a 45-45 disc reaches 10%. Taken by itself, 
this figure of 10% will sound shocking to audio fans who habitually mumble 
"1/10 of 1% at 50 watts" in their sleep. A knowledge of two major factors 
helps to relieve the shock. 

First, the harmonic distortion consists largely of second harmonics and 
higher even-order harmonics. Though it is not widely known, second har- 
monics are not objectionable even in amounts as high as 10%. William 
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Fig. 3. Each wall of stereo groove 
may be considered as a hill-and- 
dale channel cut at a 45° angle to 
the surface of the record (A). 
Comparison of needle path with 
actual groove contour (B) shows 
how second harmonic distortion is 
introduced into vertical compo- 
nents. Horizontal cut is not subject 
to harmonic distortion and is accu- 
rately represented by path at bot- 
tom of stereo record groove (C). 



Bachmann of Columbia Records tells of an experiment in which an audio os- 
cillator first produced a pure note before an audience. Successive amounts 
of even-order harmonics were then injected and the audience was asked if 
the tone sounded different. Not until the even-order harmonic content was 
increased to well over 10% did the audience reply affirmatively. 

Audio expert Stephen Temmer, of Gotham Audio Development Corp., 
notes that the diapason in an organ is deliberately provided to introduce 
various second harmonics and higher even-order harmonics because they 
add a pleasing brilliance to the sound. He also notes that even-order har- 
monics are not even measured in high-grade German systems. 

Secondly, most of the distortion on a 45-45 stereo record appears in the 
vertical component of the signals, the component which carries only the 
stereo information, or difference signal. The lateral component, which car- 
ries the main body of the sound, is not appreciably subject to second har- 
monic distortion. 

Figure 3 shows how even-order harmonics are introduced into the vertical 
component. Each wall of the groove is actually a single-channel vertical, 
or hill-and-dale path, as in Fig. 3(A), with the hills and dales at a 45° in- 
cline to the horizontal. Figure 3(B) is a cross section of one wall. The 
stylus, riding over the crests of the hills and down into the dales, follows 
a path slightly different — pointed at the bottom and flattened at the top — 
from the actual wall contour. This introduces the second harmonics — but 
only into the vertical component. As in Fig. 3(C), the horizontal component 
for both channels is traced along both walls. The tracking axis follows 
the bottom of the groove relatively accurately. 

In other words, the lateral signal components are created by a push-pull 
"generator" which cancels out even-order harmonics in much the same way 
a push-pull output stage in an amplifier cancels out even-order harmonics. 
The vertical component for each channel is created by a single-ended hill- 
and-dale "generator" and is therefore subject to harmonic distortion. 
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RECORD WEAR: 

Stereo ys. Mono 



A frequently asked question by professionals 
and amateurs alike is: how will stereo discs wear? 

The plain answer is: not as well as their mono- 
phonic predecessors. Whether or not the differ- 
ence is significant, however, remains to be seen. 

Anyway, the following are the technical facts of life for the stereo disc: 
(1) Most stereo stylus tips are .7 mil in diameter (a mil is 1/1000 of an 
inch), and at least one stereo cartridge uses a .5-mil stylus. When compared 
with the standard 1-mil stylus tip used for monophonic LP records, it can 
readily be seen that a .7-mil or .5-mil stylus exerts greater pressure per unit 
area. Even the nomal reduction in stylus pressure to two or three grams 
does not entirely offset the rise in pressure which results from the reduced 



I- MIL STYLUS TRACKING 
A" 6 GRAMS 



.7-MIL STYLUS TRACKING 
AT 6 GRAMS 
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diameter. End result: the soft plastic of the rec- Fig. 4. Effect of a J-mil 
ord is gouged more deeply by the stereo stylus. stylus +rackm 9 a * saf ™ > 

. to r * * J pressure as a I -mil stylus 

See Fig. 4(A). (A), and representation of 

(2) In tracking the stereo disc, the stylus travels stylus velocity in tracking 
farther in each 45° direction than it would on a s+ereo record grooves (B) ' 
mono version of the same record. See Fig. 4(B). 

The travel path of the stylus in a stereo groove is the diagonal of a rectangle 
formed by the lateral component and the vertical component. This diagonal 
resultant is always greater than either the lateral or the vertical component; 
consequently, the stylus must move at a greater velocity when following 
the undulations of a stereo groove than it would in tracking a monophonic 
record. The added velocity means that the stylus slams up harder against 
each side of the groove wall of a stereo record than it would on a mono 
record. Hence, a tendency toward more wear of both stylus and groove. 



SUMMING UP 

Aft er hearing the views of some of the best informed people in the record 
business, and piecing together some of the technical facts into a picture 
of what — and what not — to expect from stereo discs, the author developed 
the following conclusions: 

Without question, stereo sound is better than monophonic sound. Perhaps 
the most striking demonstration of this is the sudden collapse of the sound- 
front — the "TV squeeze" — which occurs if you switch from stereo to mono 
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when playing a stereo record. Whether it is sharply directional stereo or 
the more sonorous but generalized stereo of M-S, switching to mono inevit- 
ably dispels any doubts of stereo's superiority. 

Also, stereo provides more effective separation of instruments and even 
melodic lines within the same frequency range. The two speakers ''share" 
the job; each handles a more easily managed waveform with subsequent 
greater clarity. For example, channeling a trumpet through one speaker 
and a simultaneous violin passage through the other permits each to re- 
produce a far less complex waveform than if one speaker were called upon 
to reproduce both. So, despite any theoretical rise in distortion, this divi- 
sion of labor results in greater clarity and increased listening pleasure. 

Yet, with all the advantages attributed to stereo on these pages and else- 
where, there is one which merits more consideration than it has received: 
stereo demands attention. In the main, listening to a good stereo record 
cannot be a casual experience. The listener is practically commanded to 
concentrate. Not disembodied sound, but the performance of unseen yet 
almost real musicians emanates from the speaker wall. 

For many of us, weaned and later calloused by years of droning table- 
radio music, such concentration is often tough to muster. As a matter of 
fact, it is much the same concentration that we quite naturally employ at 
a live concert. This is not to equate stereo sound with a live concert; nor 
is stereo a substitute for live music. But the stereo qualities are aural 
substitutes for the visual centers of attention which help us concentrate in 
the concert hall. 

We can't really locate individual sounds in a concert hall (close your 
eyes and try sometime), but we do see the horns, the oboe, the tympani. 
In stereo, the pinpointing of instruments serves the same purpose by in- 
creasing our attention to the music and thereby enabling us to derive greater 
enjoyment from it. Stereo directionality may be "artificial," but it does 
serve this very useful purpose. 

Finally, just to settle an old argument, a monophonic phonograph may 
produce lifelike sound when played in the tremendous Tanglewood Music 
Shed, possibly because the Shed doesn't "care" whether the sound source 
on its stage is a real orchestra or a recording and just goes ahead adding its 
reverberation and hall-like character to the sound reaching the listener in 
his seat. But to those millions of people who seldom, if ever, sit in a con- 
cert hall, and who must enjoy their musical heritage through electronic 
means, stereo offers a compelling experience. 
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[_{_ 1 — I. J. J.. ...] 

AVING TROUBLE tracking down those 
plastered-over conduits, plumbing and 
terminal boxes? Then this transistorized, 
lightweight metal detector is for you. 
Simple construction and low cost make it 
an ideal project for the home mechanic 
and experimenter. As an extra bonus, it 
will also detect underground pipes, cables, 
fuel oil tanks, and other metal objects— if 
they are not buried too deeply. 

Construction. Except for the search 
coil the entire detector is built into a 2%" x 
4"x 2" aluminum box. The search coil (L2), 
which is actually a standard AM loop an-. 
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CLIP OUT LIGHT GRAY WIRE SEGMENTS 
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Cut out Faraday shield as 
shown above and bend it to 
shape as in photo at left for in- 
stallation on the loop antenna. 



Install the shi' 

as shown. Ma 
ends do not ' 



tenna, is mounted at one end of an 8"-long chassis is v 

%" wooden or plastic dowel. The larger busbar for 

L2 is, the more sensitive the unit will be. phone jac 

Ordinary magnetic headphones of 1000-2000 from the 
ohms impedance are used. The f 

You can make the chassis from a small elimin 

piece of perforated phenolic board. Cut the is m 

transistor socket slots slightly undersize, care 

and press and glue the socket in place. This any t\Vb 
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PARTS LIST 

Bl — 15-volt battery (Burgess 

YW or Eveready 504) 
CI. C4- 100 fififd. 
C2, C5. C7. C8, CIO— .005 iifd. 
C3—500 ufitd. 
C6—500 juyuid. (see text) 
C9 — O.J ^id. 
Jl — insulated phone jack 

LI — Loopstick antenna (Lafayette MS-11 or equiv- 
alent) 

L2 — Standard AM broadcast receiver loop an- 
tenna 
HI. R3- 8200 ohms 
E2. R4 270.000 ohms 
R5—47 to 1000 ohms (see text) 
H6 5600 ohms 
B7-^t70.000 ohms 
SI S.p.s.t. toggle switch 
Ql. Q2 -2N192 transistor 
Q3 2N187A transistor 
3 — Transistor sockets 
1 8" length of 3 /4 " rod 

1 — 2 3 /4 v x 4" x 2" chassis box (Bud HB-1622) 
1— Battery bracket (Acme #3 J ) 
J — Vz" wire screen for Faraday shield 



all capacitors 
low-voltage 
disc ceramic 



all resistors 
1 2-v/att 
composition 



circuit oscillation. Leave about W to 1" 
space between the start and the end of the 
Faraday shield to be sure. Connect the 
shield to the cabinet at one point with a 
wire which should run along the dowel 
supporting the loop. 

Adjustment. Before turning the unit on, 
check the wiring carefully. Be sure the 
battery is connected with the proper polari- 
ty, as an error may ruin the transistors. If 
everything looks okay, turn on the switch. 
A slight background hiss will indicate op- 
eration of the audio stage. 

Now adjust the frequency of the variable 
oscillator with the tuning slug of LI. If it 
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is not possible to adjust for a beat note 
anywhere in the tuning range of the 
variable oscillator, one or both oscillators 
may not he working, or the variable oscil- 
lator frequency may not be close enough 
to the frequency of the fixed oscillator to 
beat with it. Try changing the value of the 
fixed capacitor (C6) across the loop an- 
tenna from about 300 A*A*fd. to 700 /i/ifd. to 
shift the frequency within the range of the 
variable oscillator. 

If the fixed (search) oscillator is inopera- 
tive, try removing the Faraday shield. It 
may be shorted or have reduced the Q of 
the circuit to the point where oscillation 
stopped. The audio amplifier stage (Q3) 
may also be inoperative. Recheck your 
wiring to be sure. 



Completed metal detector 
ready to be put in operation. 
For ease of tuning, a small 
tuning knob can be installed 
on the threaded shaft of the 
adjustable loop antenna coil. 



One way to check oscillator functioning 
is to bring the unit near a broadcast re- 
ceiver tuned to a station near the high end 
of the band. Adjusting the tunable oscilla- 
tor should produce "birdies" as a result of 
its harmonics beating with the station 
signal. 

"Pulling" may occur as adjustment for 
zero beat is made. If the audio frequency 
heard goes from a high to a lower pitch 
whistle and then "plops" out before the 
low "growl" is heard, then R5 requires a 
change in value — possibly up to about 
2000 ohms. At the proper resistance, the 




HOW IT WORKS 

Two separate r.f. oscillators are employed in the 

1 beat -frequency type of metal detector. One of these | 

E (Ql) is tunable and shielded within the metal box. 1 
| The second oscillator (Q2) uses nnn-lunable loop an- 

| tenna L2 (the search coil of the detector) as its oscil- 1 

§ la tor tank coil. The output of both oscillators is cou- | 

| pled to a third transistor (Q3) which mixes and j 
| amplifies the resulting beat signal. 

Frequency of the tunable oscillator is so adjusted | 

that normally a low-frequency beat note or ■•growl" | 

is heard in the phones. (If the fixed oscillator fie- = 

quency is 500,000 cps and the variable oscillator f 

frequency is adjusted to 499.900 cps, then a beat- j 

= frequency signal of 500,000 minus 499,900 or 100 1 
cps is heard.) 

The metal detector functions by inducing eddy cur- f 

rents in any metal in the radiated r.f. field of the j 

exploring loop. These currents are reflected back and 1 

cause a shift in the fixed oscillator frequency which 1 
| affects the frequency of the beat note heard in the 
| phones. The tone of ihe note heard indicates ihc di- 
rect ion and location of the metal. 
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"plop" does not occur until after a very 
low frequency note or buzz is heard. 

Using the Detector. When you are 
ready to use the detector, adjust the vari- 
able oscillator slug until a low-frequency 
beat note is heard in the phones. The search 
coil should not be near metah 

Now bring the loop close to a metal ob- 
ject. The frequency of the beat note should 
increase. If it decreases, retune the variable 
oscillator through zero beat to the "other 
side," and adjust again for a low-frequency 
beat note. 

With the detector set for the lowest audi- 
ble "growl," you're all set to go. All you 
have to do is listen lor the whistle when 
the detector linds anything metallically 
interesting. "ilffl - 
POPULAR ELECTRONICS 
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Short-Wax/e Monitor Registration 
Receives International Acclaim 



The registration program has been rec- 1 — 
om mended over Radio Australia, Voice of 
America, Radio Sweden, Voice of Denmark, 

Deutsche Welle, and La Voix Evangelique (Haiti). Some of the 40 countries where 
monitoring stations have been registered include Cyprus, Honduras, Brazil, Canada, 
Scotland, Belgium, Netherlands, Germany, India, U.S.S.R., and Korea. 

The world's largest and best DX clubs, such as the Newark News Radio Club, 
Universal Radio DX Club, National Radio Club, DXplorers Radio Association (U.S.A.), 
and Teknikens Varlds Radioklubb (Sweden) have urged their members to register. 

Best response has been from American DX'ers— some 5000 call letters have been 
assigned, in every one of the 49 states. In several call areas we have exhausted all 
the two-letters calls (through "ZZ") and are now issuing three-letter calls, such as 
WPE2ACJ, WPE8AEX, etc. To make this project a real success, every DX'er should 
have his station registered. 

If you have not yet obtained your certificate, fill out the form be low and mail to: 
Monitor Registration, Popular Electronics, One Park Ave., New York 16, N. Y. Please 
include ten cents to help cover cost of mailing and processing your certificate. 



LETTERS from short-wave listeners all 
over the world have been pouring into 
the editorial offices of Popular Electronics, 
acclaiming the Short-Wave Monitor Regis- 
tration Program. Listeners from Afghanis- 
tan to Zanzibar are sending in their regis- 
tration applications in order to receive their 
attractively printed 8%" x 11" certificates 
with individual station letters. Both Ameri- 
can and international station letters are 
assigned in accordance with established 
amateur radio call zones. 




SHORT-WAVE MONITOR REGISTRATION 



(Please Print) 



Name 



Address 



City 



State 



Make 



Model 



Receiver 



Make 



Model 



Prlncipa SW 
Bands Monitored 



Number of QSL 
Cards Received 



Type of Antenna Used 



Sig natu re 



Date 
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Foolproof Pilot Light 



Soldering irons and other appliances without pilot lights 
would obviously benefit by having an "on" warning device. 
A suitable indicator can be simply installed by using a small 
neon lamp force-fitted into the normal opening of a heavy- 
duty a.c. line plug. 

The side of the plug is then drilled to accept a three- 
conductor a.c. line cord, and the circuit is wired as shown in 
the diagram at right if the instrument or appliance has an 
on-off switch. With items such as a soldering iron, two-wire 
cable is used, wired to the prongs of the plug in normal 




fashion, and the neon lamp and resistor are connected across 
the plug terminals. The hookup to the device with which the 
pilot is to be employed is indicated in the schematic at the 
left. 

If the NE-51 neon bulb is properly installed, it will light 
only when the instrument is on, thus providing a positive 
indication of current flow. 

—Brian Desind, K3GBT 



Finding Capacitor lAa/c/es 



Most of us know that capacitors will "con- 
duct" a.c, but have you ever thought that this 
property could be used to provide a rough 
measurement of the value of a capacitor? Em- 
ploying the circuit at right, a chart of proper 
voltages for the standard capacitor values was 
determined experimentally. The device can 
be built into any small chassis or plastic case. 

When testing a capacitor, always start with 
your highest a.c. scale. Leaky capacitors will 
pass excessive voltage, and no voltage indica- 
tion shows an open capacitor. This technique 
will work reliably only for low-leakage paper 
capacitors of the values indicated. 

— Ronald Wilensky 
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STANDARD CAPACITOR VALUES 





A.C. 




A.C. 


Volts 


Vfd. 


Volts 


.002 


.45 


.08 


14.50 


.004 


.83 


.1 


17.45 


.006 


1.25 


.2 


30.00 


.008 


1.65 


.4 


45.00 


.01 


2.10 


.6 


57.00 


.02 


4.30 


.8 


65.00 


.04 


7.70 


1.0 


75.00 


.05 


9.70 


2.0 


85.00 
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TESTES 




\3J 


OOPOIAR 

ELECTRONICS 




Build a 



Eico's Model 720 is suitable for 

both the Novice and the seasoned General 



THE FIRST PURCHASE a ham radio op- 
erator will make is a transmitter. This 
he considers as his reward for the hours 
of study and code practice required to pass 
the FCC amateur license test. One of the 
top quality transmitter kits for amateurs 
on the market is the new Kico Model 720 
(Flectronic Instrument Co., Inc., 33-00 
Northern Blvd., Long-Island City 1, N. Y.). 

A very "clean" 90~wa1t c.w. bandswitch- 
ing amateur transmitter, the Model 720 
covers 80 through 10 meters. Important 
design features include : a one-knob Stand- 
by, Tune and X'mit switch; final amplifier 
grid drive control without detuning oscilla- 
tor; oscillator keying for break-in opera- 
tion; and provision for matching antennas 
from 50- to 1000-ohm impedance. The com- 
pletely sealed cabinet, and careful bypass- 
ing and choking of all inputs and outputs, 
effectively suppresses TVI. 

Circuit Description. A high transcon- 
ductance 6CL6 pentode is employed as an 
electron-coupled Colpitis crystal oscillator. 
This circuit is noted for its high harmonic 
output and low crystal heating. Since the 
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oscillatory part of the circuit is isolated 
from the load side by the screen grid, 
frequency shift due to plate loading is 
minimized. 

The plate tank circuit consists of a broad- 
ly tuned slug coil. It resonates at 40 meters 
for all bands of operation. The coil acts as 
a r.f. choke for 80-meter operation. Eighty- 
meter crystals are used for 80 and 40 me- 
ters, and 40-meter crystals for 20, 15, and 



MANUFACTURERS SPECIFICATIONS 


Power Input: 

I 


90 watts c.w. (Novice limit 
calibration on meter); 65 
watts AM-phone with EXT 
plate modulation 


Output Load 
Impedance: 


500-1000 ohms 


Tubes: 


6146 final amplifier, 6CL6 os- | 
cillator, 6AQ5 clamper, 6AQ5 j 
buffer-multiplier, GZ34 recti- J 
fier | 


Power 

Requirements 


1 17 volts, 60 cycles a.c, 175 
watts 


Cabinet Size: 


15" wide x 6" high x 9" deep I 
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tic of Eico transmitter has been 
d by omission of bandswitch, 
tor jack and power supply. 






10 meters. An external VFO jack is pro- 
vided which is connected to the grid of the 
6CL6 and selected by a slide switch. 

On 80 and 40 meters, a 6AQ5 buffer mul- 
tiplier tube functions as a class A buffer; 
on all other bands, it functions as a class C 
multiplier. Second, third and fourth har- 
monics are obtained for operation on the 
20- 15-, and 10-meter bands. A pi-network 
is employed in the plate circuit of the 6AQ5 
to provide a stable load for the final ampli- 
fier, and screen voltage of the 6AQ5 is vari- 
able by a wire-wound potentiometer to pro- 
vide drive control of the final stage. By this 
means, efficient and stable operation of the 
buffer and final is obtained. 

A 6146 high-perveance power pentode fi- 
nal amplifier tube is used as a straight- 
through Class C power amplifier. The grid 
circuit is driven by the pi-network of the 
buffer stage, which helps prevent pa r as i tics 
and self -oscillation in the final and also at- 
tenuates any high-order harmonics that 
may be present in the grid circuit. 

To match the final amplifier to various 
loads between approximately 50 and 100 
ohms, a variable pitch, bandswitching, pi- 
network tank circuit is used. A variable 



Before starting underchassis wiring, 
twist protruding leads together to 
clear your view (above, left). Directly 
at left is the chassis after wiring has 
been completed and tubes installed. 

POPULAR ELECTRONICS 
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900-/^fd. capacitor is connected across the 
output of the pi-network for controlling the 
degree of loading of the antenna and tuning 
the 80-, 40-, 20-, 15- and 10-meter bands. 

A 6AQ5 clamper tube is employed to pre- 
vent excessive plate current flow if grid 
drive of the final should fail. It operates by 
dropping the 6146 screen grid voltage to a 
low value in the event of such failure. This 
tube also is part of the keying circuit and 
acts as a screen grid regulator when the 
transmitter is keyed. The transmitter is 
basically keyed in the oscillator and final 
cathode circuits, which results in a clean 
crisp note. 

Putting It Together. Eico has pre- 
pared an excellent manual for the kit 
builder. Eleven two-color page-size pictori- 
als illustrate the 13-page step-by-step as- 
sembly and wiring procedure. Do not be 
tempted to disregard the instructions and 
follow the pictorials only — you might leave 
out one wire which would only mean hours 
of trouble-shooting later. 

Here are a few hints on assembly and 
wiring. 

• Before starting the instructions given on 
page 13C, install the top shield as directed 
in step 19 on page 23C. This will permit you 
to turn the chassis upside down, avoiding 
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METER 




The meter is used to tune the input 
grid and plate circuit of the transmit- 
ter's final r.f. amplification stage. It 
clearly indicates the Novice power limit. 



possible damage to the bandswitch on top 
of the chassis. Remove the top shield when- 
ever it interferes with chassis-top wiring. 
• A standard soldering iron is suitable for 
most connections. However, there are a 
few connections for which a standard iron 
will be too large. A good-quality pencil 
iron or soldering gun can reach these con- 
(Continued on page 130) 
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INed Work's homework assignment was 
to determine the resistance between 
points A and B in the circuit above. All 
resistors in this circuit are one-ohm units. 
Ned managed to do his homework in 30 
seconds. Can you? 

— William Plummer 




0 Joe Toggle wired up hts porch light 
^ so he could turn it on or off with either 
of two switches. Now Joe wants to add 
a third switch in his upstairs bedroom so 
it too can control the light. What kind 
of a switch would it have to be? 

— Donald Rimmer 



These four thought-twisters are arranged 
in order of increasing difficulty 

(Answers on page 131) 




3 Another problem Joe Toggle had to 
cope with was connecting an upstairs 
buzzer to the front door. Alas, he had 
only a d.c. buzzer to work with. So, using 
the hookup shown here, Joe reasoned that 
the doorbell button would ring his bell 
and buzzer. Where did he goof? 

— Peter Denning 
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4 Harry Odball wired up a rectifier cir- 
cuit using a surplus transformer. Since 
the tap on the secondary winding is not 
centered, peak voltages on either side of 
the tap are I20 and 80 volts. With no 
load on the circuit, what d.c. voltages 
does Harry's VTVM show for El and E2? 

— Robert Weber 



POPULAR ELECTRONICS 



www.americanradiohistorv.com 




AUTO F! AD A Ft 

Spots Highway 



Radar warning device, shown In "breadboard" 
age on car at left, uses Doppler principle to judge 
elative speed of approaching objects. One of the 
0" aluminum reflectors focuses a radar beam in 
ront of the car, the other reflector picks up the 
radar echo, and a transistor amplifier sounds a warn- 
ng or flashes a light in case of danger. The de- 
vice is especially useful in fog or low visibility. 

In cars of the future, such as the 
Cadillac "Cyclone" below, the ra- 
dar transmitter and receiver will be 
mounted in twin plastic nose cones. 




AN EXPERIMENTAL radar warning de- 
vice for automobiles has been developed 
to warn motorists of highway dangers. 

When a car approaches too close to a car ahead, or when there is an ob- 
struction or a slow-moving vehicle ahead, the unit provides a sound warning 
signal or warning light. 

Microwave power is piped by the radar unit to one of the reflectors on 
the front of the car, and beamed ahead like the light from a headlamp. 
These microwaves bounce back when they strike an object, are collected 
by the other reflector and piped to a detector where the frequencies of 
the outgoing and incoming signals are compared in the manner of Doppler 
radar. Any relative motion between the radar device and the object ahead 
shows up as a frequency difference between the transmitted and received 
signal. This difference (called the Doppler frequency) is detected and ampli- 
fied and made to operate the warning signal. 

Developed by Delco Radio Division of General Motors, the radar unit 
can spot objects up to 1000 feet away, and it increases the intensity of the 
warning with the increasing rate of approach to an object. If a car traveling 
at 55 miles per hour approaches one going 50 miles an hour — rate of closure 
only 5 mph the warning will not be strong. However, if the same car 
approaches a stalled car 55-mph rate of closure — the warning will be 
much stronger. 

On a speaker in the car, these tones can be identified by the average 
driver after a little practice. An extra transistor circuit can be added which 
causes a green light to be switched off and a red light to appear under 
danger conditions. With this device, danger ahead can be recognized by the 
driver before he would otherwise be aware of it. -Wr 
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Anhtong the 




HERB S. BRIER 

W9EGQ 



BUILDING A 
TUBELESS VFO 



ONCE the Novice gets over the hump to 
his General Class, the megacycles open 
up, the ether is his home, and the variable 
frequency oscillator (VFO) is his next proj- 
ect. No longer rock- (xtal) -bound by FCC 
edict, the General can skip blithely from 
kilocycle to kilocycle with a VFO, evading 
QRM and collecting (he hopes) enough 
QSL's to wallpaper his living room. 

A good way to learn about VFO's is to 
build one, so here are some construction 
details on a tubeless VFO tor 80 or 40 
meters for use with a DX-20. 

First mount the variable capacitor Cl 



Afoi/7ee Hams 



on one side of the 3" x 4" x 5" aluminum 
box, and solder C2 and Ll from its stator to 
its rotor terminals. Leave a couple of extra 
turns on Ll for later adjustment. 

Next, prepare an 18" length of RG-59/U 
or similar coaxial cable. Connect a two- 
terminal plug, such as the Mosley #301, or 
one made from an old FT-243 crystal hold- 
er, to one end of the cable. Solder the 



r 

i 



1 MOSLEY, 
M0DEL30I 
OR EQUIVALENT, 
PLUG 



1 1 



PARTS LIST 



Eighty Meters 

Cl — 365- ft (ifd. "broadcast" variable capacitor 
(see text) 

C2 — 500-j.ifitd. silver mica fixed capacitor 
C3 — .002-ixid. mica capacitor 

Ll — 32 turns of ±20 wire, 1" diameter, 2" long 

(B & W #3015 Miniductor) 
PL1 —Two-terminal male plug (Mosley #30 J or 

equivalent) 
1 -3" x 4" x 5" aluminum box 

Forty Meters 
Cl — 100-fijitd. "midget" variable capacitor (see 

text) 

C2- -300-fififd. silver mica fixed capacitor 
Ll — 19 turns of #20 wire (as above) 
All other parts same as for 80 meters 




1 1 
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Simple tubeless VFO for use 
on 80 or 40 meters. The pho- 
to shows a 3500-4000 kc. unit. 



shield connection on the other end to the 
frame of Cl and its center conductor to C3. 
The other end of C3 is connected to the 
stator of Cl. 

Place the VFO beside the transmitter, 
and place the VFO output plug in the xtal 
socket with the shield of the cable to the 
(Conti?iued on page 132) 
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By LOU GARNER 



TO A LARGE EXTENT, the high-fre- 
quency capability of a transistor depends 
on its internal geometry, and hence on the 
manufacturing technique used to produce 
it. High-wattage "power" transistors are 
physically large and, in general, have rela- 
tively poor high-frequency response. Many 



The young lady is examining 
Philco Corporation's all-transis- 
tor satellite transmitter. See text. 
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of them cannot be used as amplifiers be- 
yond the audio frequencies. 

A transistor's response to high frequen- 
cies may be expressed in one of several 
ways: as alpha cutoff frequency, beta cut- 
off frequency, or figure of merit. The first 
two specifications are similar in that they 
refer to the frequency at which the tran- 
sistor's gain is 0.707 of its gain at low 
(audio) frequencies in either the common- 
base (alpha) or common -emitter (beta) 
circuit arrangements. The figure of merit 
is the frequency at which the transistor's 
gain is unity (1.0) and, for practical pur- 
poses, is the highest frequency at which 
the transistor can be used as an oscillator. 

The first transistors manufactured com- 
mercially were point-contact units. They 
consisted of two closely spaced contact 
wires resting on a small wafer or cube of 
semiconductor material, and had fairly 
good high-frequency characteristics. One 
manufacturer, for example, introduced a 
type that was especially selected to serve 
as an r.f. oscillator at 50 megacycles. 

But point -contact transistors were noisy, 
difficult and expensive to manufacture, and 
notoriously unstable. As a result, with the 
invention and production of junction tran- 
sistors, the point -contact unit was soon 
placed in the "Hall of Fame" as an obsolete 
and outmoded type. 

The junction transistor, consisting of a 
three-layered "sandwich" of n-type and p- 
type semiconductor materials, while far 
superior to the earlier point-contact unit in 
most characteristics, had (and still has) 
relatively poor high-frequency response. 
Only very carefully made units could be 
employed as amplifiers at much above 
broadcast-band frequencies. The "best" 
units had a cutoff frequency on the order 
of 30 mc. 

One of the first technical breakthroughs 
was the development of the junction tet- 
rode transistor. Some of these units can be 
employed as oscillators at frequencies up to 
250 mc. Another breakthrough occurred 
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with the development »f the now- famous 
Surface-Barrier (SB) transistor. Refine- 
ments and modifications of the production 
techniques used to manufacture SB units 
led, eventually, to the development of the 
Micro- Alloy Diffused Type (MADT) tran- 
sistor; some of these units can be employed 
as oscillators at frequencies close to 
1000 mc. 

But tetrodes, SB types, and MADT tran- 
sistors suffered from one common failing: 
they could handle relatively little power. 
When used as r.f. oscillators, their output 



should announce transistors capable of de- 
livering well over a watt at frequencies in 
excess of 1000 mc. 

Reader's Circuit. Warren Boehling (26 
Tioga Ave., Lake Hiawatha, N. J.) sub- 
mitted the diagram for a battery-operated 
transistorized phonograph given in Fig. 1. 
All the parts used for assembly are stand- 
ard and readily available through local 
parts distributors and the larger mail order 
houses. 

Referring to Fig. 1, Ql is a G.E. Type 
2N107, Q2 a Raytheon Type CK722, and Q3 




Fig. 1. Diagram of Warren Boehling's 
transistorized phonograph amplifier. 



power was generally measured in micro- 
watts or, at the most, in terms of a few 
milliwatts. 

Today, improved manufacturing tech- 
niques permit the production of u.h.f. 
transistors with power-handling capabili- 
ties comparable to those of small vacuum 
tubes. For example, TI's Type 2N1141 is a 
diffused-base "mesa" transistor with a col- 
lector dissipation rating of % watt (or 750 
milliwatts) and an alpha cutoff frequency 
of 750 mc. 

As manufacturing techniques continue to 
improve, we may expect both upper fre- 
quency limits and power-handling capabili- 
ties to improve. In fact, within the next 
year or two, at least one manufacturer 
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and QJ f are CBS-Hytron Type 2N255. TI 
is an Argonne Type AR-147 input trans- 
former, T2 a Type AR-503 output trans- 
former. Except for controls Kl and R6, and 
decoupling resistor R7, all resistors are 
half-watt units. Cl, C2, C7, and C8 may 
be either ceramic or paper capacitors (50 
volts d.c, or higher) ; all other capacitors 
are 12- or 15-volt elect rolyt ics. 

Power switch Si can be a separate slide 
or toggle switch or may be ganged to 
volume control Rl, The 7. 5- volt power 
supply is made up of five size "D" Hash- 
light cells connected in series. A standard 
batten -operated turntable is used. 

Fallow your own preferences in choosing 
a pickup arm and cartridge, but make sure 
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that the unit you purchase has high out- 
put and requires minimum tracking pres- 
sure. The latter is necessary to minimize 
loading and "drag" on the turntable. 
Chances are you'll use a ceramic or crystal 
cartridge. 

The entire unit can be mounted in a 
standard portable phonograph case. Wiring 
is not especially critical, but you should fol- 
low good practice; keep the "input" and 
"output" sections well separated, and use 
short, direct connections for all signal 
leads. The turntable motor iM\ and input 
leads should be shielded, and the amplifier 
chassis should be mounted as far away 
from the motor as space permits. For best 
quality reproduction, use as large a PM 
loudspeaker as you can fit into your case. 

In operation, the unit is essentially a two- 
s f age resistance-coupled amplifier, with the 
second stage transformer-coupled to a 
Class AB push-pull power amplifier. The 
transistors used throughout are p-n-p units 
in the common-emitter circuit arrange- 
ment. Cl and C2, in Qfs base circuit, form 
a capacitive voltage divider and impedance- 
matching network. You may want to ex- 
periment with C2's value to obtain opti- 
mum performance. 

Once the wiring has been completed and 
double-checked for errors and accidental 
shorts, connect a voltmeter between the 
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Fig. 3. Comparative perform- 
ance of transistorized and 
conventional ignition systems. 



collector electrodes of Q3 and Q' f > Turn the 
power on and adjust R6 for a zero meter 
reading. This step adjusts the bias of 
the power amplifier stage for balanced 
operation. 

Transistorized Ignition. One of the 

weakest links in the design of the modern 
gasoline engine is its ignition system. A 
fairly high voltage must be applied to the 
spark plug at just the right instant to ig- 
nite the compressed fuel mixture in the en- 
gine's cylinder. Since the only source of 
voltage in an automobile is its battery (and 
charging generator), the high voltage 
needed to operate the spark plug is ob- 
{Coyitinued on page 126) 
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Television 



THE A.C. SERVO AMPLIFIER 



¥N last month's After Class, we looked into 
I the problems faced by that hard-working 
mechanism, the continuous-type servo. As 
you will remember, the servo designers are 
faced with a number of electrical and me- 
chanical problems. In an antenna rotator, 
for example, the big question is: how can 
we control precisely the heavy current 
needed in the rotator's servo motor up on 
the roof with a 4-watt potentiometer in the 
basement ? 

Relays are fine, of course, but they have 
an on-off action which is not what the situ- 
ation demands in most servo operations. 
What is needed is a device that will supply 
a "continuous" high-current correction sig- 
nal and, in addition, leave a high input 
impedance (to keep the current require- 
ments of the correction signal low). What 
do we have in our electronic workshop to 
fill the bill? Of course — a power amplifier 
— not a hi-fi job, but one designed specifi- 
cally for a.c. servo amplification. (See 
Fig. 1.) 

A.C. Error Signal. It is perfectly pos- 
sible to design a servo amplifier that can 
respond to a d.c. error signal such as we 
encountered last month, but more reliable 
and effective response can be obtained when 
the error signal is a.c. 

Consider the balanced potentiometer ar- 




By HARVEY POLLACK 



rangement — or Wheatstone bridge— with 
a.c. applied across the input terminals, 
shown in Fig. 2. With the wipers of Ri and 
R2 in the equivalent positions (A,Aj dead 
center, BiB 2 top, or C,C, bottom) , the oscil- 
loscope will indicate zero voltage since the 
bridge is in balance. 

Suppose we leave Ri at position A x and 
move R2 to position B,. The unbalanced 
bridge will then develop an a.c. output volt- 
age that will be displayed on the oscillo- 
scope as either inphase or 180° out of phase 
with the input signal. (Actually, it doesn't 
matter which phase relationship we assume 
at this time.) For the sake of simplicity, 
we'll assume that the output voltage is 
inphase with the input voltage (as shown in 
Fig. 2). 

It is also evident that the amplitude of 
the trace on the screen will depend upon 
how much the brfdge has been unbalanced 



3 



^ ERROR- 
DETECTOR 
POTENTIOMETERS] 




Fig. 1. The small signal 
from the error detector has 
to be amplified to operate 
a motor that requires power. 
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by shifting the R2 wiper. Tf we now bring 
it back slowly toward A St the inphase con- 
dition will persist, but the amplitude of the 
output potential will gradually diminish, 
shrinking to zero at point A^. 

As the Rl w iper continues to be advanced 
toward C 2 , a trace again appears on the 




OSCILLOSCOPE 



but also indicates the direction of the er- 
ror by the phase of the voltage that appears 
across its output terminals — a decided ad- 
vantage, as we shall see. 

Typical Circuit. What we have just said 
implies that our servo amplifier must be 
phase- as well as amplitude-sensitive. For 
a given phase relation between error input 
and error output signals, the amplifier must 
be able to rotate the load motor in one 
direction. When the phase becomes in- 
verted, it must change the motor's rota- 
tion direction. Likewise, it must apply more 
driving voltage to the motor for large error 
signals than for small ones. Let us analyze 
one standard servo amplifier circuit that 
possesses these characteristics. 

Looking at Fig. 3, suppose the error de- 
tector is balanced and is, therefore, yield- 
ing zero signal output. The grids of power 



Fig. 2. Bridge unbalance 
causes an a.c. trace to ap- 
pear on the screen. The 
phase of the input and the 
output voltage is the same. 



Fig. 3. When the error de- 
tector is unbalanced, one 
tube draws more plate cur- 
rent than the other, caus- 
ing a net driving voltage 
to appear across the motor. 




screen, growing in size, but this time the 
bridge, unbalanced in the opposite direc- 
tion, causes a signal 180° out of phase with 
the input to appear. 

One more set of conditions needs clari- 
fication before we proceed to the servo am- 
plifier itself. Starting with both wipers at 
position and A 2 respectively (zero output 
voltage), if the R2 wiper is now moved any- 
where between A 2 and B> t there are two 
ways by which the newly developed output 
potential can be brought back to zero. 
Either we can shift the R2 wiper back to 
A<> or we reset Rl so that the position of 
its wiper corresponds to that of R2. Now 
we have an error detector which not only 
indicates the extent of the error by the 
amplitude of the a.c. voltage it develops, 
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triodes VI and V2 are connected in push- 
pull while the plates are both fed through 
resistors from a common a.c. source so that 
the voltages on them sweep up and down 
together in phase. 

As the Line from the a.c. source goes 
positive with respect to ground, both tubes 
draw equal plate currents, developing equal 
voltage drops across the plate load resistors 
R4 and R5. As shown by the arrows in the 
draw ing, these voltage drops are in oppo- 
sition, resulting in zero voltage applied to 
the load motor. 

During the next half of the a.c. cycle, the 
Line becomes negative with respect to 
ground, both plates go negative, and the 
plate currents drop to zero. Again, the mo- 
tor receives no power. Thus, with zero 
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error signal, the motor does not operate 
during any portion of the a.c. cycle. 

Now assume that the R2 wiper has been 
moved to B 2 while the wiper of Rl remains 
at A 1} thereby giving rise to an error signal 
having the polarity shown. Thus we have 
"stopped the action" at a time when the 
a.c. generator has made the Line positive. 
The push-pull grid connection then pro- 




SERVO- 
MOTOR 



Fig.' 4. Open-loop positional servo and servo 
amplifier used to rotate a beam antenna. 



duces voltages of opposite polarity on these 
elements. 

We have shown the grid of Vl positive 
and that of V2 negative, but this condition 
can be reversed if desired merely by inter- 
changing the transformer secondary leads. 
Hence, it makes little difference which po- 
larities we assume in our explanation. Ob- 
viously, VI with its positive grid will draw 
a heavier plate current than for the zero 
error signal condition, while the plate cur- 
rent of V2 will diminish below its former 
value. 

The voltage drops across Rfy and R5 are 
now unbalanced and a net effective d.c. 
voltage appears across the load motor, neg- 
ative at the top and positive at the bottom. 
Since both tubes cut off when the input a.c. 
cycle reverses (plates go negative), the 
potential across the motor is pulsating but 
unidirectional. The armature of the motor 
will therefore rotate in a given direction, 
say counterclockwise, for this polarity. 

It requires little imagination to see that 
a voltage of the opposite polarity will 
appear across the motor when the wiper 
of R2 is moved down to C 2 . Under these 
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conditions the lower grid goes positive when 
the line polarities make the plates positive. 
This produces a large plate current in R5 
and a small one in Rlf, reversing the net 
effective voltage across the motor termi- 
nals. 

One additional bit of reasoning discloses 
that the amplitude of the voltage fed to 
the motor must depend upon the amplitude 
of the error signal because this, in turn, 
governs the grid voltages. For a large error 
signal, there will be a large grid voltage 
differential, and hence a correspondingly 
large difference in plate currents. 

Mechanical Linkage. All that remains 
to be done is to establish some form of 
mechanical linkage between the driven ele- 
ment — the antenna mast in this case — and 
Rl. Let us hook a positioning knob on the 
shaft of potentiometer R2 (Fig. 4). As we 
have shown, if both wipers are in corre- 
sponding positions, no motor action will 
occur. 

Now let's rotate the positioning knob to 
a new compass direction, say to £? 2 . In- 
stantly the servo amplifier generates an 
output voltage that starts the motor and 
causes the mast to turn toward the desired 
position. As it moves, it carries the wiper of 
Rl along with it toward position B x through 
the mechanical linkage. The latter might 
be a gear train or a direct connection be- 
tween the mast and the wiper. 

In the actual system, Rl would be lo- 
cated adjacent to the mast, that is, remote 
from the positioning control. The position 
knob would, of course, be placed in a spot 
convenient for the operator. 

Although a description of a sequence of 
events like the foregoing gives the impres- 
sion that there is a time lag between the 
setting of the positioning knob and the 
final reaction (rotation of the antenna), a 
moment's reflection will show that the ac- 
tions are virtually instantaneous. 

If the knob is rotated slowly, the antenna 
will begin to follow it almost instantane- 
ously, since the error signal appears as soon 
as a difference in wiper position occurs. In 
a well-designed open-loop servomechanism, 
it is impossible to spot a time lag visually, 
so that action and reaction may be con- 
sidered to occur together. 

In continuing our discussion of servo- 
mechanisms next month, we'll talk about 
the place of thyratrons in control circuits 
— what they can and can't do, and where 
you're most apt to meet them. HlOh 
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ELECTRONICS 

Builds a 

Wireless Broadcaster— Amplifier 



THE Knight Wireless Broadcaster-Ampli- 
fier (Allied Radio Corp., 100 N. Western 
Ave., Chicago 80, 111.), takes only a few 
hours to build, and has many home enter- 
tainment uses. It can be connected to a 
record player or microphone to send pro- 
grams out to any number of standard 
radios in the house. Or it can be used as 
a complete preamplifier and amplifier with 
any phono cartridge. One input takes ce- 
ramic or crystal cartridges and micro- 
phones; the other takes magnetic cart- 
ridges and microphones. 

Mounting of the major parts of the 
unit is t he first assembly step. There is 
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Flexible Knight- Kit transmits 
music throughout the home 



a good reason for this because all the parts 
mounted on the underside of the chassis 
have terminals that are used for point-to- 
point wiring. Sockets, input jacks, volume 
control and switch, selenium rectifier and 
terminal strips are involved here. Parts 
with wire leads are supported by those 
leads after they are soldered into the cir- 
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Precut color-coded wire supplied with the 
broadcaster-amplifier kit reduces wiring time. 



cuit. There are 72 steps in all to be fol- 
lowed in completing the broadcaster-ampli- 
fier. 

How It Operates. The phono amplifier 
section consists of two tubes; a 12AX7 and 
a 50C5. This circuit amplifies the input 
signals from the phono cartridge or micro- 
phone, making the signals strong enough 
to drive a speaker. Output is slightly more 
than 1 watt. 

Ceramic, crystal or magnetic cartridges 
are correctly loaded by input resistors. The 
12AX7 preamplifier tube supplies the high 
gain needed lor magnetic cartridges, with 
equalization supplied by a feedback loop 
made up of R-6 and C-4 in the circuit. 

Output from the preamplifier stage is 
fed into the 50C5 audio output tube which 
supplies ample power to drive a 3.2-16 ohm 
speaker. The output level is adjusted by a 
volume control at the grid of the output 
tube. 

As a wireless broadcaster, this unit oper- 
ates much like a regular broadcasting sta- 
tion. It sends out a modulated carrier 
signal between 600 and 1500 kc. which can 
be received by any standard radio within 
its range. 

The carrier wave is produced by the 50C5 
oscillator tube, and can be varied between 
600 and 1500 kc. by adjusting a trimmer 
capacitor whose screw projects through the 
top of the chassis. The audio 50C5 doubles 
as an audio output and modulator tube, 
and amplifies the audio voltage to effect 
75% modulation of the carrier wave. 

Clean modulation is assured by the use 
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of degenerative feedback. The amount of 
modulation can be varied by adjusting the 
percentage control. 

Remember that the wireless broadcaster 
transmits a signal over the air and hence 
must meet FCC requirements to be oper- 
ated without a license. If it is built ac- 
cording to the instruction manual, with not 
more than 10 feet of antenna connected, 
there will be no problems. The FCC re- 
quires that the certification listed on page 
15 of the Allied instruction book be at- 
tached to the unit. Cut it out of the manual 
and paste it on the bottom cover. 

Modifications. For more advanced ex- 
perimenters, or beginners who have 
conquered the fundamentals, the Allied 
broadcaster circuits can be modified very 
simply to form other pieces of equipment. 
For example, you can change the oscillator 
circuits to cover a very low frequency to 
make a wired-wireless or carrier-current 
transmitter that will radiate over the local 
power lines to a considerable distance. 

An audio signal tracer is another piece 
of equipment that can be made from the 
unit. Almost no modification is needed, 
but an isolation transformer should be 
added, since you may use it to test audio 
amplifiers or receivers that have an a.c./d.c. 
circuit. Only the 12AX7 and one of the 
50C5 tubes are employed for signal tracing. 
The r.f. oscillator 50C5 is not needed but its 
filament is required in the circuit. A switch 
can be added to open the cathode circuit 
to make the oscillator inoperative. 

All under-the-chassis wiring is complete- 
ly enclosed and rubber feet are supplied 
so that the unit can sit on top of any piece 
of furniture. A.C. leakage from chassis to 
ground is said to be well within Underwrit- 
ers Laboratories specifications. The fin- 
ished unit can be proudly displayed, or — if 
concealed location is preferred- -it's small 
enough to fit almost anywhere. S~ 
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Convert battery voltage 
to 250 volts d. c. 



By 

DON LEWIS 




if 



HERE IS an easy-to-build two-transistor power supply that will deliver a whopping 
250 volts d.c. at 125 ma. from any 12-volt automobile battery. Although this 
project was specifically designed to provide power for the modular six-meter station 
described in the May 1959 issue of Popular Electronics, it can be used wherever high 
voltage d.c, is required and where there is only a storage battery available. 

Construction. Components are mounted on a small aluminum chassis measuring 
3%" x x 2". The chassis shown is a cover that was left over from the six-meter 
station project. An LMB #138 chassis which has nearly the same dimensions will serve 
nicely also. 

The power transformer, transistors and filter capacitor are mounted on top of the 
chassis. The rectifiers (and holders), terminal strip and the two resistors are mounted 
under the chassis. Keep the distance between the transistor mounting screws to 1%"; 
this allows the terminal strip to be mounted on the same screws that are use d to secure 
the transistors. Anodized (insulated) aluminum washers insulate the transistors 
and fiber washers insulate the terminal strip from the chassis. 

All common ground connections are made to the chassis at the metal filter capacitor 




S03,S04 



Parts arrangement beneath 
the chassis is non-criticai. 
Holders for the silicon recti- 
fiers may be fuse clips or spe- 
cial diode clips. Make sure 
that all components are prop- 
erly insulated and polarized, 
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Special circuit of the "Trans- 
Paclc" is made possible by 
transformer Tl which was de- 
veloped for transistor oscillator 
power supply applications. 




PARTS LIST 

CI — 60-iifd., 450-volt can-type electrolytic ca- 
pacitor (single or multiple section unit wired 
in parallel) 

Ql, Q2—2N256 transistor 

Rl — 1.2-ohm, 2-watt resistor 

B2 — 180-ohm, 4-wate resistor 

R3—100,000-ohm, 2 -watt resistor 

SD1, SD2, SD3, SD4—500-ma. silicon diode recti- 
fier (Sarkes-Tarzian M500 or Audio Devices 
A750) 

Tl- — 275-volt, . 125-ma. transistor power trans- 
former (Chicago Transformer Co. DCT-1) 

1 — Aluminum chassis (LMB #738— see text) 

2— Dual silicon rectifier holders 

2 — Power transistor insulating kits (Lafayette 
M-20) 

1 — 5-screw terminal strip 
1—8-lug terminal strip 

Misc. 4/40 nuts, bolts, washers, and 6/32 nuts, 
bolts and washers 




INSERT 
SWITCH IN 
UNGROUNDED 
BATTERY 
LEAD 



HEAVY WIRE TO 
AUTO FRAME 



Interconnections between 
the "Trans-Pa clc," automo- 
bile battery, and the modular 
six-meter station described 
in the May 1959 issue of 
POPULAR ELECTRONICS. 



mounting plate. The 5-screw terminal strip 
is mounted on the outside of the chassis lip 
to minimize the possibility of shorts. 

Testing. Before applying power to the 
"Trans-Pack," make a lew ohmmeter 
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chocks. The resistance from the 12-volt 
terminals (cither plus or minus) to the 
chassis should be higher than 100,000 ohms. 
If it is lower, check the insulation between 
transistors and chassis. There should be no 
metallic connection between Q1-Q2 and the 
chassis. 

Next, check the resistance between B- 
plus and B-minus. The ohmmeter should 
jump over to zero and then slowly drift 
back towards a high resistance reading, 
stopping at about 100,000 ohms. 

If everything checks okay, you can apply 
power to the supply. Warning: do not get 
the plus and minus 12-volt terminals re- 
versed, or you will "wipe out" the power 
transistors faster than you can say "Pop?, 
ulaii Electronics." 

A 20- watt load resistor, about 4000 ohms, 
should be connected between the plus and 
minus high-voltage terminals (it can be 
made up of several different size resistors 
in series or in parallel). This resistor will 
have high voltage across it and run very 
hot, so be careful. 

As soon as the 12-volt battery is connect- 
ed, the supply will "take off" and an audible 
whistle will be heard. Although the voltage 
across the load resistor should be between 
250 and 275 volts, it may vary widely, de- 
pending on the condition of the transistors 
and the battery. 

Using the "Trans-Pack." If your re- 
ceiver has an accessory socket and requires 
about 250 volts B-plus, you can use the 
"Trans-Pack" to provide this power. The 
power transformer in the receiver must be 
(Continued on page 129) 
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INSTEAD of our usual general discussion 
this month, we are going to give you 
some specific information on frequencies, 
times, and radio clubs which is based on 
questions that are frequently asked in 
letters received by your Short-Wave Editor. 
Before starting, however, we'd like to re- 
mind you that POP'tronics is conducting a 
Short-Wave Listeners' Registry. 

This important project is designed to help 
DX'ers throughout the world. To qualify 
for a Short-Wave Monitor Certificate with 
individual station call letters, you need 
only have a sincere interest in DX'ing, 
whether it be on the short-wave bands, the 
medium waves, t he amateur bands, or other 
bands of your choice. The only cost to you 
is ten cents to cover postage and handling. 

Just fill out the registration form on page 
87 and address it to: Monitoring Registra- 
tion, Popular Electronics, One Park Ave- 
nue, New York 16, N. Y. It is our hope that 
this registration will soon include every 
DX'er, but in order to achieve that we must 
hear from you. 

Starting this month, credits in the Short- 
Wave Report will show station call letters, 
except in cases where calls have not yet 
been assigned. Send for yours now! 

Megacycles and Meters. Many readers 
write in asking for a clarification of the 
relationship between kilocycles, mega- 
cycles, and meters. Briefly, frequency 
is usually expressed in either kilocycles 
or megacycles while wavelength is ex 
pressed in meters. A megacycle (inc.) is 
one thousand kilocycles (kc). A station 
operating on 11.71 mc. is operating on 
11,710 kc. Stations operating on medium 
waves (540 to 1600 kc.) are usually listed 
in kilocycles rather than megacycles, al- 



By HANK BENNETT 

W2PNA/WPE2FT 




Stan Sosnowski, Detroit, Mich., a vet- 
eran DX'er, depends on his Ha II icraft- 
ers SX-71 to bring in elusive catches. 




Jim Monahan, of East Haven, Conn., 
doubles as a POP'tronics Monitor and 
the operator of amateur station KIBNQ. 
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FREQUENCY-WAVELENGTH CONVERSION f 

I To convert 9.65 megacycles into the wave- | 
length in meters, for example, divide the fre- I 
quency in kilocycles into 300,000. Your answer 
will be the wavelength in meters. 

9650/300.000 = 31.08 meters 

To convert 25.3 meters into the frequency in 1 
kilocycles, divide the wavelength in meters into | 
300,000. Your answer will be the frequency in 1 
kilocycles. 

25.30/300,000 = I 1,857 kc. or 
I 1.857 mc. 



though 840 kc. can be expressed as 0.84 mc. 

In working with wavelengths in meters, 
you should keep in mind that the higher the 
frequency, the shorter the wavelength. To 
convert kilocycles to meters, divide the fre- 
quency in kilocycles into 300,000. Your an- 
swer will be the wavelength in meters. 
Conversely, to find the frequency in kilo- 
cycles when you know the wavelength in 
meters, divide the wavelength into 300,000 
and your answer will be in kilocycles. If 
you wish to be more exact in your calcula- 
tions, use 299,820 in place of 300,000. 

Time Conversion. Another often-asked 
question concerns conversion from Green- 
wich Mean Time (GMT) to Eastern Stand- 
ard Time (EST) or Pacific Standard Time 



TIME CONVERSION TABLE 



GMT 


EST 


CST 


MST 


PST 
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1800 
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1 100 


1000 
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1 100 
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1400 
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1 100 


2000 
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1400 
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1200 


2100 


1600 


1500 


1400 


1300 


2200 


1700 


1600 


1500 


1400 


2300 


1800 


1700 


1600 


1500 
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(PST). GMT is five hours ahead of EST 
and eight hours ahead of PST. Therefore, 
at noon in New York, it is 5 p.m. in London 
and 9 a.m. in Los Angeles. 

In t he Short-Wave Report, we show time 
in EST and use the 24-hour system. In this 
system, noon is expressed as 1200, 6 p.m. as 
1800, and 9:45 p.m. as 2145. Midnight can 
be written either as 0000 or 2400, although 
the former is the most generally accepted. 
Hours between midnight (0000) and 10 a.m. 
(1000) are also written in four digits with 
the first digit being a zero; for example, 
7 a.m. would be 0700. 

Radio Clubs. Some of our readers are 
unaware of the fact that, while POP'tronics 
is the only newsstand magazine which 
regularly features short-wave information, 
other publications are also available. Most 
of them are issued by radio clubs and only 
to club members. 

NEWARK NEWS RADIO CLUB (215 
Market St., Newark 1, N. J.) has a 
monthly 56-page bulletin covering the 
short-wave broadcast band, short-wave 
(commercial) band, ham, broadcast, FM 
and TV bands, and an occasional listing of 
SWL card swappers. Dues are $4.00 yearly. 

UNIVERSAL RADIO DX CLUB (21446 
Birch St., Hay ward, Calif.) publishes a 
bulletin 19 times a year which averages 8 
to 16 pages and covers the short-wave 
broadcast and ham bands only. Dues are 
$4.00 yearly. 

INTERNATIONAL SHORTWAVE 
CLUB (100, Adams Gardens Estates, Lon- 
don, SE 16, England) puts out a four-page 
monthly bulletin which covers the short- 
wave broadcast and ham bands. Member- 
ship requirements and dues information 
can be obtained from the club. 

NATIONAL RADIO CLUB (% Harold 
Wagner, Lake City, Pa.) has a bulletin 
strictly for broadcast-band DX'ers. Com- 
plete details can be obtained from Mr. 
Wagner. 

While the World Radio Handbook is not 
a club publication, it can be obtained only 
by mail, and lists all the short-wave sta- 
tions in the world, both by country and fre- 
quency. Other information provided in- 
cludes schedules, addresses, names of sta- 
tion officials, and tentative future plans. 
This once-a-year publication is available 
for $2.50 from Gilfer Associates, P. O. Box 
239, Grand Central Station, New York 17, 
N. Y. 

{Continued on page 135) 
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I 

INTERNATIONAL'S NEW 

TRANSCEIVER 

at home.. .work.. .pt play here is 

2-WALRADJO for everyone! 

for ihe Class "D" 






3 N 

CUSTOM, 1 17V AC, all channel receiver $94.95 

DELUXE, 117V AC or 6/ 12V DC 124.50 

COMMAND, 1 1 7V AC or 6/1 2 V DC 

fixed channel receiver 149.50 

MEETS All FCC REQUIREMENTS 

FOR BUSINESS FOR THE FARM FOR SPORTS FOR THE HOME 




Ideal for off ice-to-fleld The solution to- fast com- From ship-to-shore or from From the kitchen to the 

communication. Also for munication from the farm base camp to the scene of den, workshop or sickroom 

office to trucks operating home to the field. Won- the hunt ... an enjoyable . . . the Transceiver will 

within restricted area or derful in an emergency. accessory to any sport! save you many steps, 
for office end factory 
liaison. 



SEND FOR FREE BROCHURE 



INTERNATIONAL 
CRYSTAL MFG, CO., INC 



1 8 N Lee 
Oklahoma City, Okla. 



Dept. PE, International Crystal Mfg. Co., Inc. 
18 N. Lee, 

Oklahoma City, Okla. 
GENTLEMEN: 

Please send me Q your free brochure on the 
Transceiver Q Your new 1959 Catalog. 

NAME 



ADDRESS. 



CITY & STATE . 



June, 1959 
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By 

JOHN T. FRYE 

W9EGV 



Carl and JGrry 



Dog Psychologists 



ee A FINE REWARD for a whole day 

x» spent climbing up and down hills, 
over fences, th rough bogs," Carl said rue- 
fully as he held up an onion sack contain- 
ing four scrawny, brown-tinged sponge 
mushrooms. He and Jerry were sitting on 
the latter's back steps resting alter a not- 
too-successful morel-hunting expedition. 

"Yeah, and the disgusting part is that 
tonight's paper is almost sure to have a pic- 
ture of some simpering joker holding a 
dishpan lull of king-size mushrooms that 
he just happened to stumble over as he was 
digging a post hole, burying the garbage, or 
doing anything else except actually looking 
for mushrooms," Jerry added gloomily. 

"I suppose we walked right past a truck- 
load of morels today if we only knew it," 
Carl reflected. "They certainly are hard 
to see snuggled down in the leaves and 
grass. What a guy needs is some device 
that will sniff them out." 

He was interrupted by a gentle snore, 
and the eyes of both boys turned to where 
Bosco, Carl's dog, was stretched out flat on 
his back, asleep. His twitching hind legs 




1*1 



were spraddled out, and his front paws 
were curled limply. Bosco had had a hard 
day protecting his young masters from 
vicious rabbits, squirrels, field mice, turtle 
doves, and other similar dangers. Now 
with them safe at home, he was taking a 
well-earned rest. 

Carl answered the question in Jerry's 

108 



eyes with a shake of his head. "No, not old 
No-Nose Bosco, who couldn't smell scorched 
hair if his tail were on fire," he said sadly, 
"Bosco doesn't know a dog is supposed to 
have a keen sense of smell. In fact I don't 
think Bosco knows he's a dog at all. W T ho 
ever heard of a dog sleeping on his back 
and snoring?" 

"Let's not give up so easy," Jerry de- 
murred. "Remember we taught him to find 
an artificial bird quicker than a trained 
bird dog could do it. Maybe we can teach 
him to find mushrooms the same way." 

"I doubt it. Raw mushrooms are one of 
the few things he won't eat, and it's difficult 
to interest Bosco in anything he can't eat 
or chase." 

"Maybe we can give him a conditioned 
reflex," Jerry suggested. 
"Like how?" 

"Every time he finds a mushroom we'll 
give him some raw hamburger. In time 
he'll associate the finding of a mushroom 
with his favorite sport, eating." 

"Well, it's worth a try. How do we 
start?" 

"It's always easier to teach a new lesson 
that can be connected to one already 
learned. Bosco has been taught to find a 
hidden transmitter by the sound he hears 
in a receiver: so let's start there. We'll 
fasten on that special Sherlock Holmes cap 
we made for him and hide the transmitter 
under some leaves. We'll pull one of these 
mushrooms on top of the leaves. When the 
increased sound from the transmitter 
brings him to the mushroom, we'll grab him 
and give him some hamburger. You wake 
up Sleeping Beauty, and I'll get the stuff." 

(1ARL awakened Bosco by unceremoni- 
A ously grabbing him by the hind legs and 
(Continued on page 116) 
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BUILD 16 RADIO 



Reg. U. S. 
Pat. Off. 



CIRCUITS AT HOME 

with the New 1959 
PROGRESSIVE RADIO "EDU-KIT" 



A Practical Home Radio Course 



ONLY 



Now Includes 

★ 12 RECEIVERS 

★ TRANSMITTER 

★ SIGNAL TRUER 

★ SIGNAL INJECTOR 

★ CODE OSCILLATOR 



22 



* No Knowledge of Radio Necessary 

* No Additional Parts or Tools Needed 

* EXCELLENT BACKGROUND FOR TV 

* School Inquiries Invited 

* Sold in 79 Countries 



YOU DON'T HAVE TO SPEND 

HUNDREDS OF DOLLARS FOR A RADIO COURSE 



rock-ifotto«f «r a » f outstanding PRACTICAL HOME RADIO COURSE at a 

uVo n« \£ ? UT K,t ' s »° tra.n Rad.o & Electronics Technicians making 

*l«n Ir^flr- !L ° d ' r - n mem °, d * °' homp training. You will learn radio theory, construe? 

Jr« U b?; f^ C „°, 'S e »~9r'"'»' code Oscillator, vou wMI™.i,„ «„ d p'act"? 

oinamfi ".'^^"I *ET ","«"•••';' 5iO"al Tracer. Progressive Signal Injector £,„,".,. 
Yo?»iirrec.lve tr?„ n C ,. r °".L" J**,"" i"" '!" V' " a I tr uc t Jonal material. 

•r. 0 :.:„d'j;r;e°, r ev c ;,7„ u „"„"i ^jsLSxr* ,hcm y °- ^ sstfMss 

i»r^i«V5 , !l t « e,y "° pnpviou » knowledge of radio or science is requ.rcd. The -Ed..- Kit" is the 
? £ fL I.Th"/^'* 2' l « ach, ?« * nd engineering experience. The - Edu-Sit" w.ll pro* 
oricVof S22 V The e . d " ca *'° r ° ,n electronics and Radio, worth many tin.es the complete 
price of 3.22.9? The Signal Tracer-atone is worth more than the pr.ee o»-«he-entire Kit. 



THE KIT FOR EVERYONE 



You do not need the slightest background 
In radio or science Whether you are inter- 
ested in Radio & Electronics because you 
want an interesting hobby, a well paying 
business or a job with a future, you will find 
thc .„ " Edu ; Kit " a "orth-whilo investment. 

Many thoussnds of individuals of all 



ages and backgrounds have successfully 
used the ••Edu-Kit" in more than 79 coun- 
tries of Ihe world. The "Edu-Kit" has been 
carefully designed, step by step, so that 
you cannot make a mistake. The "Edu-Kit" 
allows you to teach yourself .it your own 
rate. No ins true tor is necessary. 



PROGRESSIVE TEACHING METHOD 



The Progressive Radio "Edu-Kit" is the foremost educational radio kit in the world 

K" d . ! 1 .e n '^: Sa ' ,y H* CCeP J Pd ? 5 th . e * t ™ da r d in the field of electronics training The " Ed?/. 
Kit uses the modern educational Pr nc o e of "L»m k u iw.... ■■ t. . 



Ie.irn schem^iTc ° dcr " ed »« tlo nal Principle of "Learn by Doing " Therefore you construct, 
uram llud y th< - or y- Practice trouble-shooting-all in a closely integrated Pro- 

vl hw'. orov.de an eas , ly-learned, thorough and interesting background in radio. 

lunttL by e «? m ,nmg the various radio Part* of the "Edu-Kit . " You then learn the 

se I VOL r , wm 0r e > n»n n - d ,^ r, ' , i 0 „ f , 0, . tne,e I*'**' T **" *° U Dt ' ild * S "" P '* r *« w'"h this first 

and ^ouhTe Lh^Lfc ,,, t C J , " , ° t0 L*V?l* r br oa dca st stations, learn theory, practice testing 
and t«rh«r - Th M n yOU bu ' ld a more advanced radio, learn more advanced theory 

find «u i?# Cradually. in a progressive manner, and at your own rate you wi | 

SS^SmSSS Technician" adVanC ° d mu,tit " b * ****** and doing wo?k „ke a 

SlcInI| lud -r^cJr n Vlfn c^ du - Kl !" bourse are sixteen Receiver. Transmitter. Code Oscillator, 
exollfimlnfc! K a » d .» S „ ,0 1 a ' '"' ector . circuits. These are not unprofessional "breadboard" 
and^^derino 'Jf^'i r .. rad i 0 constructed by mean, of professional wiring 

*o*:«\°J- chassis, plus the new method of radio construction known as 

These circuits operate on your reoular AC or DC house current. 



•Printed Circuitry.' 



THE "EDU-KIT" IS COMPLETE 



tmT?r r 11 T.. a l PArt * a . nd ,n «truct.ons necessary to build 16 different radio and elec- 
Ihl. liZl?"?*?-' °* Ch « uarjntpPd *o operate. Our Kit. contain tubes, tube sockets, vari- 
hYrri~J C J ? kV ' ceram,c and paper dielectric condensers, resistors, tie strips, coils. 

na ' dwa '*'. * ubtn 0. Punched metal chassis. Instruction Manuals, hook-up wire, solder etc 
spec ai I tub? ciHM r Z CC A C Pr,nted C '/ CU,t mat " a,f including Printed Circuit chassis, 
orofem.ion^ % V hardware and instructions You also receive a useful set of tools, a 

Tester ™i *?' dcr,n 9 »ron. and a self-powered Oynam.c Radio and Electronics 

In ddilion i„ rp! 1 J* 1 ** '"eludes Code Instructions and the Progressive Code Oscillator, 
win *.«. C . C ■- t yP» QM«»'on» and Answers for Radio Amateur License training. You 

W il» *£ n J ?i l C * S0n \*t O l*?^ , ?;r Q S' , . th ,hc Progressive Signal Tracer and the Progrcs- 
» V h- Tw*L. ,n J ee L or ' a "Igh fidelity Guide and a Quiz Book You receive Membership in 
You ?eceiwl: Uii IT* Consultation Service. Certif.cate of Merit and Discount Privileges. 
You receive all parts tools, instructions, etc. Everything is yours to keep. 
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FREE EXTRAS 



• SET OF TOOLS 



• SOLDERING IRON 

• ELECTRONICS TESTER 

• PLIERS-CUTTERS 

• ALIGNMENT TOOL 

• WRENCH SET 

• VALUABLE DISCOUNT CARD 

• CERTIFICATE OF MERIT 

• TESTER INSTRUCTION MANUAL 

• HIGH FIDELITY GUIDE • QUIZZES 

• TELEVISION BOOK . RADIO 
TROUBLE-SHOOTING BOOK 

• MEMBERSHIP IN RADIO-TV CLUB: 
CONSULTATION SERVICE • FCC 
AMATEUR LICENSE TRAINING 

• PRINTED CIRCUITRY 



SERVICING LESSONS 



You will learn trouble-shooting and 
servicing in a progressive manner. You 
will practice repairs on the sets that 
you construct. You will learn symptoms 
and causes of trouble in home, portable 
and car radios. You will learn how to 
use the professional Signal Tracer, the 
unique Signal Injector and the dynamic 
Radio & Electronics Tester. While you 
are learning in thi* practical way. you 
will be ablr to do m.iny a repair job for 
your frier* ds and neighbors, and charge 
fees which will far exceed thr price of 
the "Edu-Kit." Our Consultation Service 
will help you will, any technical problems 
you may have. 

J. Stataitis. of 2S Poplar PI,. Water- 
bury. Conn., writes: "I have repaired 
several sets for my friends, and made 
money The "Edu-Kit" paid for itself. I 
was ready to spend S240 for a Course, 
but I found your ad and sent for your 
Kit 



lifct'olM 



UR MAIL BA 



Ben Valerio, P O. Box 21, Magna, 
Utah: "The Edu-Kits are wonderful. Here 
I am sending you the questions and also 
the answers for them. I have been In 
Radio for the last seven years, but like 
to work with Radio Kits, and like to 
build Radio Testing Equipment. I en- 
jovec every minute i v.orkeo wnn m<* 
different kits: the Signal Tracer works 
fine. Also like to let you know that I 
feel proud Of becoming a member of your 
Radio-TV Club." 

Robert L Shuff. 1S34 Monroe Ave.. 
Huntington, w V.v: "Thought I would 
drop you a few lines to say that I re- 
ceived my Edu-Kit and was real'y amazed 
that such a bargain con he had at such 
a low price. I have already started re- 
pairing radios and phonographs. My 
friends were really surprised to sec me 
get into the swing of It so quickly. The 
Troubleshooting Tester that comes with 
the Kit is really swell, and finds the 
trouble. — If— there™is any to— be found." 



PRINTED CIRCUITRY 



At no increase In price, the "Edu-Kit" 
now Includes Printed Circuitry. You 
build a Printed Circuit Signal injector, 
a unique servlc n K Instrument that can 
detect many Radio and TV troubles. 
This revolutionary new technique of 
radio construction is now becoming 
popular In commercial radio and TV sets. 

A Printed Circuit is a special Insu- 
lated chassis on which has been de 
posited a conducting material which 
tafcea the pl-jce of wiring. The various 
parts are merely plugged in and solderod 
to terminals, 

Printed CI cu try is the basis of mod- 
ern Automation Electronics. A knowl- 
edge of this suhiect is a necessity today 
lor anyone Interested in Electronics. 



"UNCONDITIONAL MONEY-BACK GUARANTEE I 



ORDER DIRECT FROM AD— RECEIVE FREE BONUS 
RESISTOR AND CONDENSER KITS WORTH $7 



□ Send "Eriu- Kit" postpaid. I enclose full payment of $22.95. 

□ Send "Edu-Kit" C.O.D. I will pay $22.95 plus postage. 

□ Rush me FREE descriptive literature concerning "Edu-Kit." 



I 

| Name | 
| Addffjss . 

I 3.'" ' ..' | 



I 



PROGRESSIVE ' EDU-KITS" INC. 

1186 Broadway, Dept. 557D, Hewlett, N. Y. 



June, 1959 
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149 



95 



each 

(Shpg. Wt. 162 lbs.) 



STEREO EQUIPMENT CABINET KIT 

Model SE-1B (birch) 
Mode! SE-1M (mahogany) 



5 39 95 

each 
shpg. wt. 42 lb .) 



STEREO WING SPEAKER 
ENCLOSURE KIT 

Model SC-1BR (birch— right end) 
Model SC-1BL (birch— left end) 
Model SC-1MR (mahogany— right end) 
Model SC-1ML (mahogany— left end) 



dcy-it-ijCHArself kits jput top 
quality witkux ectstj reack 



With absolutely no previous experience or knowledge of electronics 
you can assemble your own HE A THKIT hi-fi system, Ham 
station, test equipment or marine gear. Easy to understand step- 
by-step instructions, along with large pictorial diagrams, guaran- 
tee your success -and you save Vz or more on the highest quality 
equipment available today at any price! 



STEREO EQUIPMENT CABINET KIT 

A tiling of beauty as well as utility, this stereo equipment 
cabinet ensemble houses your complete stereo hi-fi system. 
It consists of a stereo equipment center flanked by two 
stereo speaker enclosures. The kit is supplied with mounting 
panels pre-cut to accommodate Heathkits and interchange- 
able blank panels are also furnished. The pre-cut panels 
accommodate the Heathkit AM-FM Tuner (PT-1), Stereo 
Preamplifier (SP-2), and Stereo Record Changer (RP-3-S). 
The changer slides out smoothly for easy record loading. 
Convenient record and tape storage space is provided. 
Ample room is provided in the rear of the center cabinet 
for a pair of matching Heathkit amplifiers from 12 to 70 
watts. The stereo wing speaker enclosures are open-backed, 
cloth-grilled cabinets designed to hold the Heathkit SS-3 
or similar speaker enclosures. The cabinets are available in 
beautifully grained %" solid core Philippine mahogany or 
select birch plywood suitable for the finish of your choice. 
Entire top features a shaped edge. Hardware and trim are 
of brushed brass and gold finish. 



MODEL SF-1 

$3995 



if 



DIAMOND STYLUS 
STEREO PICKUP CARTRIDGE 

Enjoy the latest stereo records now. Fits all 
standard tone arms and features a .6 mill dia- 
mond stylus. Designed to Heath specifications 
by Fairchild Recording Equipment Corpora- 
tion. Shpg. Wt. 1 lb. 



MODEL MF-1 

$26^ 



DIAMOND STYLUS 
HI-FI PICKUP CARTRIDGE 

Get the most from your LP microgroovc rec- 
ords. Designed to Heath specifications by 
Fairchild Recording Equipment Corporation, 
the MF-1 is one of the finest pickup cartridges 
on the market today. Shpg. Wt. 1 lb. 

no 




TRADITIONAL 

Model CE-2T (mahogany) 

CONTEMPORARY (not shown) 
Model CE-2B (birch) 
Model CE-2M (mahogany) 



$ 43 



95 

each 



CHAIRSIDE ENCLOSURE KIT 

Put your entire hi-fi system right at your fingertips with 
this handsome enclosure. Available in cither traditional or 
contemporary models and constructed of beautiful veneer- 
surfaced plywood suitable for the finish of your choice. It is 
designed to house the Heathkit AM and FM Tuners (BC- 
1A and FM-3A), the WA-P2 Preamplifier, the RP-3 
Record Changer, and adequate space is provided for any 
Heathkit amplifier designed to operate with the VVA-P2. 
All parts precut and prcdrillcd for easy assembly. Shpg. 
Wt. 46 lbs. 



Always say you saw if 
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HEATHKIT EA-2 

S 2 g95 



"BOOKSHELF" HI-FI 12 WATT AMPLIFIER KIT 

True hi-fi performance is yours with this handsomely styled 
amplifier-pi camplilier combination. Willi more than enough 
power for the average home hi-fi system it features a fre- 
quency response of ± 1 db from 20 to 20,000 CPS with less 
than 2% distortion at full output over the entire range. 
Inputs provided for tuner, xtal phono and mag phono. 
RIAA equalization, separate bass and treble tone controls, 
and a special hum control are provided. Shpg. Wt. 15 lbs. 




Build it in 
one Evening 

HEATHKIT SS-2 

*39 95 

BASIC RANGE" HI-FI SPEAKER SYSTEM KIT 

With performance comparable to speakers costing many 
times more, the SS-2 employs a Jensen 8" woofer and 
compression-type tweeter to provide total frequency re- 
sponse of 50 to 12,000 CPS. Shpg. Wt. 26 lbs. 

ATTRACTIVE BRASS TIP ACCESSORY LEGS: convert the 
SS-2 into handsome consoleite. Shpg. Wt. 3 lbs. No. 91-26. $4.95. 

BASIC FIR MODEL: same as SS-2 except constructed of non- 
premium plywood without trim or grille cloth. Shpg. Wt. 26 lbs. 
Model SS-3. $34.95. 

^■PP^ >•••••••••«• « « •««••••««< 



HEATHKIT FM-3A 



»26 
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HIGH FIDELITY FM TUNER KIT 

The thrills of FM entertainment are yours at budget cost with this 
handsomely styled tuner. Featuring broad -banded circuits lor full 
fidelity and better than 10 microvolt sensitivity for 20 db of quieting, 
the FM-3A pulls in stations with clarity and full volume. Shpg. 
Wt. 8 lbs. 




P $ 
HEATHKIT W-7M 



54 



95 



"EXTRA PERFORMANCE" HI-FI 55 WATT AMPLIFIER KIT 

Offering full fidelity at less than a dollar per watt, the power output 
of tir is remarkable amplifier is conservatively rated at 55 waits from 
20 CPS to 20 kc with less than 2% total harmonic distortion through- 
out this entire range. Shpg. Wt. 28 lbs. 



MONAURAL-STEREO 
AM-FM TUNER KIT 

This professional quality 16-tube tuner offers 
you outstanding AM, FM or stereo AM/FM 
performance at minimum expense. Features in- 
clude individual flywheel tuning and auto- 
matic frequency control. A multiplex jack is 
also provided. Shpg. Wt. 24 lbs. 



HEATHKIT SP-2 

$ 56 95 




MONAURAL-STEREO (two channel mixer) 
PREAMPLIFIER KIT 

Control your entire stereo system with this 2- 
channel preamplifier. A remote balance con- 
trol with 20' of cable allows balancing the 
stereo system from listening position. Shpg. 
Wt. 15 lbs. 




HEATHKIT TR-1A 

Includes tape deck, tape recorder electronics, 
microphone and roll of blank tape. 
HIGH FIDELITY 
TAPE RECORDER KIT 

Whether making your own recordings or play- 
ing pre-recorded tapes you'll enjoy the many 
line features of this tape recorder kit. Included 
are fast forward and rewind functions and 
choice of IV2 or 3% IPS tape speeds. Printed 
circuit boards simplify assembly. Shpg. Wt, 
24 lbs. 



HEATHKIT RP-3 

$5495 

(stereo model RP-3S $74.95) 

AUTOMATIC HI-FI 
RECORD CHANGER KIT 

Combining the convenience of an automatic 
record changer with true turntable quality the 
RP-3 obtains full fidelity from your hi-fi and 
stereo records while treating them with the care 
they demand. A 45 turntable pause" feature pre- 
vents records from dropping on moving turn- 
table or disk. Plays at 33j/ 3 , 45, 78 and 16 
KPM. Shpg Wt. 19 lbs. 




HEATH COMPANY 1 






Benton Harbor, Mich. 1 


A Su bsid iary 


qf DAystrom, Inc. 



June, I9S9 
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HEATHKIT 




HEATHKIT TX-1 

1 95 



*234 9 



• APACHE" HAM TRANSMITTER KIT 

Features 150 watt phone input and 180 watt 
CW input. Provision for single-sideband trans- 
mission using the SB-10 External Adapter. 
Shpg. Wt. 110 lbs. 




HEATHKIT RX-1 



5 274 



95 



"MOHAWK" HAM RECEIVER KIT 

Covers from 160 through 10 meters on 7 bands 
with an extra band calibrated to cover 6 and 
2 meters using a converter. Outstanding SSH 
reception. Shpg. Wt. 66 lbs. 



SINGLE SIDEBAND 
ADAPTER KIT 

A compatible plug-in 
adapter unit for the 
"Apache" Transmitter, 
the SB-10 covers 80, 40, 
20, 15 and 10 meter bands. 
Produces USB, LSB or 
DSB signals, with or with- 
out carrier insertion. Shpg. 
Wt. 12 lbs. 



HEATHKIT DX-40 




$5495 



PHONE AND CW TRANSMITTER KIT 

Providing phone and CW operation on 80, 40, 
20, 15, and 10 meters, the DX-40 features 
built-in modulator and power supplies. Shpg. 
Wt. 25 lbs. 




if 



HEATHKIT MP-1 
$4495 



MOBILE POWER SUPPLY KIT 

Furnishes all power required to operate both 
MT-1 Transmitter and MR-1 Receiver from 
12-14 volt battery. Delivers full 120 watts con- 
tinuously or 150 watts intermittently. Kit in- 
cludes 1 2' battery cable, tap-in studs for battery 
posts, power plug and 15' connecting cable. 
Shpg. Wt. 8 lbs. 
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HEATHKIT MR-1 



119 



95 





"COMANCHE" MOBILE HAM RECEIVER KIT 

Handsome styling, rugged construction, top quality com- 
ponents and economy are all wrapped up in the "Comanche". 
It is an 8-tube superheterodyne receiver operating AM, CW 
and SSH on the 80, 40, 20. 15 and 10 meter amateur bands. 
Operates from 12 volt car battery through the MP-1 Mobile 
Power Supply. Can be converted in minutes to a fixed station 
unit by using an AC power supply. Shpg. Wt. 19 lbs. 

MOBILE ACCESSORIES 

Quality 5" PM speaker in rugged steel 
case with mounting brackets. Heathkit 
AK-7. $5.95. Shpg. Wt. 4 lbs. 

Mobile base mount holds both trans- 
mitter and receiver. Universal floor 
motinting bracket. Heathkit AK-6. 
$4.95. Shpg. Wt. 5 lbs. 



HEATHKIT MT-1 

$9995 



"CHEYENNE" MOBILE HAM TRANSMITTER KIT 

The fun and convenience of mobile operation arc yours with 
the compact and efficient "Cheyenne" Transmitter. Featur- 
ing high power with minimum battery drain, the unit pro- 
vides up to 90 watts phone input and covers 80, 40, 20, 15 
and 10 meters. Featured are a built-in VFO, modulator, 
4 RF stages with a 6146 final ampliiier pi network (coaxial) 
output coupling. The "Cheyenne" is designed as a corn-, 
panion to the "Comanche" receiver and is powered by the 
MP-1 Power Supply. Shpg. Wt. 19 lbs. 



HEATHKIT VHF-1 




$ 159 95 



"SENECA" VHF HAM TRANSMITTER KIT 

General, technician or novice class hams wishing to extend 
transmission into the VHF region will find the "Seneca" 
ideal. A completely self-contained 6 and 2 meter transmitter, 
the VHF-1 features up to 120 watts input on phone and 
140 watts input on CW in the 6 meter band. Included are 
controlled carrier phone operation, built-in VFO for both 
6 and 2 meters, and four switch-selected crystal positions. 
Shpg. Wt. 56 lbs. 

Always say you saw it in- POPULAR ELECTRONICS 



www.americanradiohistorv.com 




HEATHKIT V7-A 

$2595 




HEATHKJT TC-3 

*39 95 




Mode! 355. 




If--' 
HE ATHKIT OP-1 

$ 179 95 




HEATHKIT OM-3 

$3995 



ETCHED CIRCUIT 
VTVM KIT 

World's largest selling VTVM, 
the V7-A measures AC voltage 
(RMS), AC voltage (Peak-to- 
peak), DC voltage and resistance. 
Features 7 AC (RMS) and DC 
voltage ranges of 0-1.5, 5, 15, 50, 
150, 500 and 1500. In addition 
there are 7 peak-to-peak AC 
ranges of 0-4, 14, 40, 140, 400, 
1400 and 4000. Seven ohmmeter 
ranges are provided. Battery and 
test leads are included with kit. 
Shpg. Wt. 7 lbs. 



TUBE CHECKER KIT 

An invaluable aid to servicemen, 
the TC-3 tests for open, short, 
leakage, heater continuity and 
quality of all tube types com- 
monly encountered in radio and 
TV servicing. Checks 4, 5, 6 and 
7-pin large, 7 and 9-pin miniature, 
7-pin sub-miniature, octal and 
loctal tubes and pilot lamps. A 
blank socket provides for future 
tube types. Shpg. Wt. 12 lbs. 

TV PICTURE TUBE TEST ADAPTER 

Tor use with TC-3 or earlier model 
TC-2. 1 ncludes 1 2-pin TV tube socket, 
4' cable. Octal connector and data. 
No. 355. Shpg. Wt. 1 lb. $4.50. 



"PROFESSIONAL" 5" 
DC OSCILLOSCOPE KIT 

Offering complete versatility, the 
OP-1 features DC coupled ampli- 
fiers and also DC coupled CR 
tube unblanking. Triggered sweep 
circuit operates on internal or ex- 
ternal signals and may be either 
AC or DC coupled. Transformer 
operated power supply has silicon 
diode rectifiers. Shpg. Wt. 34 lbs. 



"GENERAL PURPOSE" 
5 OSCILLOSCOPE 

Ideal in servicing as well as rou- 
tine laboratory work, the OM-3 
features wide vertical amplifier 
frequency response, extended 
sweep generator operation and 
improved stability. Vertical re- 
sponse is within ± 3 db from 4 
CPS to 1.2 mc. Sweep range 
covers 20 CPS to over 150 kc. 
Shpg. Wt. 22 lbs. 




HEATHKIT T-4 

*19 95 



VISUAL-AURAL SIGNAL TRACER KIT 

Doubling as a utility amplifier, test speaker, or 
substitution transformer, the T-4 represents an 
outstanding buy. Traces RF, IF and audio 
signals in AM, FM and transistor-type radios. 
Shpg. Wt. 5 lbs. 




HEATHKIT SG-8 

$ 19 50 



RF SIGNAL GENERATOR KIT 

Aligns RF, IF and tuned circuits of all kinds. 
Provides extended frequency coverage in five 
bands from 160 kc to 110 mc on fundamentals 
and up to 220 mc on calibrated harmonics of 
the fundamental frequencies. Shpg. Wt. 8 lbs. 




HEATHKIT CT-1 
$795 



IN-CIRCUIT CAPACI-TESTER KIT 

Check capacitors for "open" or "short" .right 
in the circuit. Detects open capacitors from 
50 mmf up and checks shorted capacitors up to 
20 mfd. Checks all bypass, blocking and cou- 
pling capacitors of the paper, mica and ceramic 
types. Shpg. Wt. 5 lbs. 




HEATHKIT TO-1 

$1695 



TEST OSCILLATOR KIT 

Provides fast and accurate selection of test fre- 
quencies most used by servicemen in repairing 
and aligning modern broadcast receivers. Five 
fixed-tuned frequencies are quickly selected for 
trouble-shooting. Shpg. Wt. 4 lbs. 



HEATH COMPANY 

Benton Harbor, Mich* 



June, 1959 



A Su bsidiary 



< f DJ^rstrom, 



113 



www.americanradiohistorv.corn 



4 



add that "extra" 
speaker 



HEATHKIT US-1 

syso 



12" UTILITY SPEAKER 

This high quality auxiliary speaker offers many 
possibilities in audio, radio and TV work and 
will handle up to 12 watts with a frequency 
response from 50 to 9,000 CPS + 5 db. Speaker 
impedance is 8 ohms and employs a 6.8 ounce 
magnet. Shpg. Wt. 7 lbs. 



HEATHKIT BR-2 

s ]8 95 

(less cabinet) 



BROADCAST BAND RADIO KIT 

Tun to build, and a fine receiver for your home. 
Covers complete broadcast band from 550 to 
1600kc. Built-in 5 Vi* I'M speaker and rod -type 
antenna. Transformer operated power supply. 
Excellent sensitivity and selectivity. Shpg. Wt. 
10 lbs. 

Cabinet optional extra: No. 91-9A. Shpg. 
Wt. 5 lbs. S4.95. 




HEATHKIT AK-1 

$995 




MICROPHONE ACCESSORY KIT 

Useful in countless applications, this kit consists 
of a rugged high fidelity crystal mike and three 
holders; a mike stand adapter, a lavalicr neck- 
band and desk stand. An 8' cable with phone 
plug is included. Shpg. Wt. 1 lb. 



check 
engine RPM 




HEATHKIT TI-1 



s 25 95 



ELECTRONIC TACHOMETER KIT 

Easy-to-build and simple to install. Operates 
directly from the spark impulse of any 2 or 4 
cycle engine with any number of cylinders. 
Operates on 6, 8, 12, 24 or 32 volt DC systems 
and is completely transistorized. The casy-to- 
rcad indicator shows RPM from 500 to 6,000. 
A calibration control is also provided. Shpg. 
Wt. 4 lbs. 
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Fun for the 
whole 
family 



HEATHKIT XR-1P 

s 29 95 



6 TRANSISTOR PORTABLE RADIO KIT 

This casy-to-build portable radio offers fun and enjoyment for the 
whole family. Features 6 transistors, large 4* x 6* PM speaker for 
big-set" tone quality, and built-in rod-type antenna. Uses standard 
size ,4 D' flashlight cells for extremely long battery life (between 
500 and 1,000 hours). The modern molded plastic case with pull- 
out carrving handle is two-tone blue with gold inlay and measures 
V L. x V H. x 3K" D. Shpg. Wt. 6 lbs. 



Tune-up your 
own Engine 




ELECTRONIC 
IGNITION 
ANALYZER KIT 

An ideal tool for the mechanic, 
tune-up man or auto hobbyist. 
Locates ignition system faults 
quickly without removing any 
parts and with the engine in 
operation (400 to 5000 RPM). 
Shows complete engine cycle or 
just one cylinder at a time. Use on 
all types of internal combustion 
engines where breaker points are 
accessible. 10' test leads supplied 
with kit. Shpg. Wt. 20 lbs. 

s 59 95 



HEATHKIT 1A-1 




HEATHKIT CR-1 



Let your boy 
learn radio 

S-J95 



CRYSTAL RADIO KIT 

Any youngster interested in radio or electronics will enjoy building 
and using this fine little crystal receiver. Frequency coverage is 
from 540 to 1600 kc. A sealed germanium diode is used for detection 
— no critical "cats whisker" adjustment. Headphones included. 
Measures 6" L. x 3" W. x 2W D- Shpg. Wt. 3 lbs. 



COMPLETE TOOL SET 

This handy tool kit provides all the 
basic tools required for building any 
Hcathkit. Includes pliers, diagonal 
sidecutters, screwdrivers, and solder- 
ing iron with holder. Pliers and side- 
Cutters arc equipped with insulated 
rubber handles that provide protec- 
tion from electrical shock. All of the 
tools arc of top quality case hardened 
steel for rugged duty and long life. 
Shpg. Wt. 3 lbs. 




HEATHKIT TK-1 

$995 
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HEATHKIT DF-2 

$ 69 95 



HEATHKIT 
MC-1 

s 39 95 



MARINE CONVERTER KIT 

Charge your 6 or 12 volt 
batteries at dockside even 
while your boat's electrical 
system is in use. Provides up 
to 20 amperes continuously 
for charging 6-volt batteries 
or 10 amperes continuously 
for charging 12-volt bat- 
teries, regardless of type. 
Charging current is continu- 
ous!) monitored by a 25 am- 
pere meter. Shpg. Wt. 16 lbs. 



2-BAND TRANSISTOR 

RADIO DIRECTION FINDER KIT 

Economically powered by 6 standard flashlight cells, the DF-2 pro- 
vides you with a completely portable 6-transistor standard and 
beacon band receiver of unusual quality and performance. Covers 
the beacon band from 200 to 400 kc and broadcast band from 540 to 
1620 kc. A tuning dial light is provided for night operation. Large 
4" x 6" speaker provides superb tone reproduction. Shpg. Wt. 9 lbs. 



HEATHKIT PC-1 
$2495 



12 VOLT POWER CONVERTER KIT 

Household electricity right on your boat or in your automobile is 
yours with this 12-volt power converter kit. Operate your TV set, 
radio, electric razor, lights, etc., directly from your 12-volt boat or 
car battery. Power rating is 125 watts continuously and 175 to 200 
watts intermittently. Note: not recommended for record players, 
tape decks, power tools or radio transmitters. Shpg. Wt. 8 lbs. 



Free Send now for latest Heathkit Catalog 

describing in detail over 100 easy-to-assemb!e 
kits for the Hi-Fi fan, radio ham, 

boat owner and technician 



MARINE BATTERY CHARGE 
INDICATOR KIT 




See at a glance the exact 
percentage of charge in your 
boat batteries. Checks from. 
1 to 8 storage batteries in- 
stantly. Operates on 6, 8, 12 
or 32 volt systems. Note: for 
mounting on non-ferrous 
metals or wood only. Shpg. 
Wt. 3 lbs. 




HEATHKIT CI-1 

W 5 



HEATHKIT FD-1-6 

(6 volt) 
FD-1-12 

(12 volt) 

J95 

leach 



$ 



35! 



FUEL VAPOR DETECTOR KIT 

Protecting against fire and explosion on your 
boat, the FD-1 indicates the presence of explo- 
sive fumes and shows immediately if it is safe to 
start the engine. The kit is complete including 
spare detector unit. Shpg. Wt. 4 lbs. 






HEATH 


COMPANY BENTON HARBOR 10, MICH. 




pioneer in 


a subsidiary of Daystrom, Inc. 




do-it-yourself 






electronics 


Send latest Free Heathkit Catalog. 



All prices and specifica- 
tions subject to change 
without nonce. Please in- 
clude postage on orders to 
be shipped parcel post. 
20% deposit is required on 
all C.O.D. orders.AII 
prices are NET F.O.B. 
Benton Harbor, Mich., and 
apply to Conlinental U.S. 
and Possessions only. 



NAME 



ADDRESS 



CITY 



ZONE 



STATE 



QUANTITY 


KIT NAME 


MODEL NO. 


PRICE 



































June, I959 
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Carl and Jerry 

(Continued from page 108) 

turning him in a backwards somersault 
onto his fect. One thing in the boys' favor 
was Bosco's excellent memory. He demon- 
strated his memory by promptly bolting for 
the alley when he saw Jerry emerge from 
the basement laboratory with the weird- 
looking cap. 

Rut Carl brought him down with a Hying 
tackle, and soon the dog's head was en- 
cased in the headgear that looked like a 
Sherlock Holmes fore-and-aft hat worn 
sideways so the flaps could be tied firmly 




beneath his chin. A small transistor re- 
ceiver was in the crown of the cap, and 
earphones in the flaps carried the tone- 
modulated signal from the transmitter 
right to Bosco's sensitive ears. 

While Carl was putting the cap on the 
dog, Jerry had been busy concealing the 
miniature transmitter under some leaves 
down by the garage. A lone mushroom was 
placed just above it. When Bosco was 
released, he started quartering the back 
yard just as he had been taught to do when 
he was searching for the transmitter con- 
cealed in an artificial "bird." 

Guided by the waxing and waning of the 
sound as he moved closer to or farther 
away from the transmitter, Bosco soon 
came to a halt directly in front of the 
mushroom. At this instant Carl grabbed 
his collar and held him until he barked with 
impatience. At the first bark Carl crammed 

1 16 



a pellet of hamburger into the surprised 
dog's mouth. 

In spite of his rather stupid appearance, 
Bosco was actually a very smart dog; and 
he got the idea quickly. In a matter of 
minutes he was seeking out the mushroom 
and barking at it until he was fed. Next, 
the boys started cutting down the volume 
of the sound heard in the earphones, but 
Bosco still found the morel. Finally the 
cap was removed entirely, and the dog still 
searched out the mushroom purely by sight. 
Even when Carl and Jerry made the mush- 
room increasingly hard to see by piling 
leaves on it, pushing it down in the grass, 
and so on, Bosco managed to ferret it out 
every time. 

"I say he's ready," Jerry declared as he 
brushed the last crumbs of the hamburger 
into the eager jaws of the dog. "Anyway, 
we've about worn out all four of our mush- 
rooms. Now comes the sixty-four dollar 
question: will Bosco find wild mushrooms 
in their native state? What say we find 
out tomorrow morning? Let's get started 
about six and see if we can't find some of 
the 'rooms that have popped up overnight." 

"Good deal," Carl agreed. I'll get a pound 
of fresh hamburger tonight and be all set 
at six in the morning. As for you, Bosco, 
you'd better get to bed early and get a good 
night's sleep. You've got a big day ahead 
of you tomorrow whether you know it or 
not." 

THE RISING SUN issued in a beautiful 
spring day the next morning, and the 
two boys and the dog were headed for the 
country by a few minutes after six. About 
a mile from the edge of town, they came to 
a field which had a grove of trees along one 
side, and there was a wide area next to 
the trees polka-dotted with tree stumps. 

"This is the place," Jerry announced like 
a latter-day Brigham Young. "My grand- 
father always says that 'new ground,' es- 
pecially around a beech stump surrounded 
by May apple plants is the ideal place for 
mushrooms to grow. There are lots of 
beech trees in that grove; so some of those 
stumps are almost certain to be beech, and 
I can see some big May apple leaves from 
here." 

Bosco was grabbed up and tossed over 
the fence; then the two boys clambered 
over and walked across to the stumps. Just 
as they reached the edge of the grove, a 
heavy-set, red-faced man carrying a stout 
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LEKTRON SHOPPERS SAVE... SAVE... 
SAVE... DURING OUR GIANT 

PENNY SALE! 




UNTIL JUNE 30th! 



FREE 



PICK Mil PAK 
FREE WITH 
ANY $8.00 ORDER! 

YES, you may pick an 89$ 
double pak . . . and Penny 
Sate paks count toward your 
$8.00 order! 

free! 

FULL YEAR'S 
SUBSCRIPTION 

to lektron's 
.•Family Shopper 

ELECTRONICS , • 



FILAMENT XFMR. 

115 VAC to 6.3V @ 3 
Amps. Wt. 3 lbs. Reg. $5. 

35 TWO-WATTERS 

Carbon resistors; inci. 1 t 
lies. SI 2. 

000-999 COUNTER 



12 OF LEKTRON'S REG. $1 BEST-SELLERS 



DISC CONDENSERS 


30 


for 


88( 


60 


for 


890 


N-P-N TRANSISTORS 






880 


2 


for 


890 


CRYSTAL DIODES 


5 


for 


88( 


10 


for 


890 


CERAMIC CONDENSERS 


60 


for 


88( 


120 


for 


890 


TRANSISTOR SOCKETS 


5 


for 


88( 


10 


for 


890 


6V MOBILE RELAY 






880 


2 


for 


890 


GEIGER COUNTER 






880 


2 


for 


890 


POLY BOXES 


10 


for 


880 


20 


for 


890 


PRINTED CIRCUITS 


15 


for 


88( 


30 


for 


890 


LITE ASSEMBLIES 


20 


for 


880 


40 


for 


890 


CARBON RESISTORS 


75 


for 


880 


150 


for 


890 


PRECISION RESISTORS 


25 


for 


880 


50 


for 


890 



SAVINGS FROM $3 to $35 AND MORE . . . PLUS YOUR CHOICE OF 
ANY POLY-PAK® (including double paks) FREE WITH S8 ORDER! 



0-60 MINUTE TIMER 

For darkroom. kitchen. tali. 
shop. bond alarm. 2 lbs. QQa 
Reg. $C>. 

WIRE STRIPPER 



Veedc-Koot. Automatic reset. 
Motors, coils, etc. Reg. C 
$5 

115 VAC FAN MOTOR 

For fans other appliances, hob- 
by use. 1 50O RPM. Wl. 2 QQa 
lbs. KeK $4.50. 

6 HVY DUTY CORD 

SETS. UTj VAC. Rubber QQj 
incl. Plugs. °°r 

12-HR. "SPACE" CLOCK 

Powered by penlite battery. G 
oz. Hobbyists, note! Re Kgg^ 

5UN BATTERY 

Similar to famed 132M 1"OOj 
lung. R.'K. $2.50. 

HEARING AID PHONE 

Crystal, w/cord set & PhifTQQj 

Hog. S5- 

4 OUTPUT XFMRS 

nOI.fi. etc. 3 lbs. Reg gg^ 

POSTAGE STAMP MIKE 

Crystal. IOO to 8.000 cps.OfiJ 

1 lb. Reg. $7. Oo > 

40 TUBE 50CKETS 

4 to 9-pin: ceramic, mica, 
shield-based incl. 2 lbs Q0J 
Keg. $10. °«> 

2 TRANSISTOR VARIABLES 

1 i/« by 1 i/s by 2". shaft dual 
305 MMF. Wt. 1 11>. Res gg^ 

2 TRANSISTOR IF»S 

Double-tuned. Only Slfl/f 
square. 4 ft 6 kcs. °°r 

70 TBLR COND'NSRS 

Paper, molded, oil. pore; to 
.5ml to lOUUV. 2 IU QQa 
lies. S14. 



10 ELECTROLYTICS 

Radio. TV. IO-5uomf > OOi 
450VDC. .1 lbs. Keg. $12.°°V : 

60 RADIO-TV KNOBS 

th $1 ea. 1 Reggg^J 



10 TUBULAR ELECTROS 

Asstd. paper types. AC. L)C. QQj 
hObbv. 3 ll>s. !ic K . $15. 

20 ARTISTS BRUSHES 

lOO^V pure bristle; siz^OOj 
1-6. Kog. $2.50. 

5 JWLRS SCREWDRIVERS 



vlvel hea<ls. Keg. 



88^ 



88* 



$17 

16 END WRENCH SET 

For home & auto. Kox & oji 
1 5/6 1 thru It 1 6" 
sizes. Rt>g. $2.50. 

70 ONE-WATTERS 

Asstd. value carbon resis-QQj 
tors. 5^>. too! 

35 POWER RESISTORS 

WW. 5 to 50 W. to lO.Ono ohms. 
Vitreous, too! 3 lbs. Keg gg^| 

30 PILOT LITES 

Pot>. flashlight size; niiniOQj 
bay. type. Keg. $0. 1 II) °°r 

40 Hl-Q CONDENSERS 

Finest porcelain. NI'O QQA 
too! 1 lb. Reg. $ 1 5. 00 r 

5 ROLLS MICRO-WIRE 

~24 thru 32: for tiansistoi , QQ A 
sub-mini circuits. 1 l to. °°r 

2 VARI-LOOPSTICKS 

Adj. 5 10-1500 Kcs. Trail- OOj 
slstor radios, etc. 1 lb. oay. 

MINI-RADIO KIT 

World's smallest! 2 x 1 x 1". 
Loopstick. Jacks. diode. etc. 
\v/ Instructions. 1 lb. lie S-gg^ 

IOO RADIO PARTS 



4 OSCILLATOR COILS 

ire. transistor, covers gg£ 



8 RCA PLUG-N-JACK 

matched. Most pou gg^ 



amps, tuners, phonos. 

60 TERMINAL STRIPS 

Solder-lug & binding; to QQa 
20 terms. 2 lbs. °°r 

60 COILS, CHOKES 

IF. UK. ant., slug-tuned. QQa 
too. 3 lbs. Keg si 5. °°r 



HOBBY BENCH 

Clanm type. Pits I 
loo. Steel; 1 lb. 



VISE 

.bles.gg^ 



75 MICA CONDENSERS 

.00025 to 01 to 120OV. Sil- 
ve^\ loo. 25 values. Keg.gg^j 

300-FT. HOOKUP WIRE 

Tinned, asstd. sizes, colors. QQA 
2 lbs. Heg. $5. °°r 

IOO HALF WATTERS 

Asstd. value carbon regis- QQ^ 
tors, inch 5^. Keg. $12.0 0 > 

30 MOLDED COND'S'RS 

Asstd. i'" in est made! Wt gg^ 

15 ROTARY SWITCHES 

Asstd. gangs. 3 lbs. Keg 



5" HOBBY SPEAKER 

For radios, code o.sc. , inter- QQ J 
coins. 2 lbs. Keg. $5. OO? 

TEN 3-SECOND TIMER 

MC(M I AN ISMS: precis iunOOj 
geared. 2 lbs. Keg. $3u. OO^ 

6 SILICON DIODES 

Sylvauia 1N22. 1N2J.QO.J 
Keg. $30. 

$25 SURPRISE PACK 

Large, varied assortinei it QQ a 
radio. TV pans 1 lbs. 

60 PLUGS-n-REC'PT'CLES 

Audio, power, line, battery, QQa 
spkr. 3 lbs. Keg. $7. OOf 

8-SCREWDRIVER SET 

8 asstd. drivers w wall rack. 
Plastic handles. I lb. List OOj 
$3.50. ** 5 * 

40 SUBMINI COND'SRS 

For transistor, printed cii QQa 
1 lb. Key. $7. 0©£ 



* 88* 



5 IN 1 

Reams, saws. 



DRILL BIT 

copes, shapes 



Knurled 
poii 



15 INSTR. KNOBS 

bake I ili>, 
iserts, sef' 



510 to 1G00 KCS. Keg. 



to 



crews. Heg. $5. 

40 SUBMINI 

" long. 20 valu 
10 megs. Keg. 



88* 
88$! 

m 



RESIST'RS 

e § 6 . l/5W 88* 



CUit V 

40-RECORD CADDY 

Wrought- iron, holds 4u records 
& albums. 2 lbs. Reg. - " 
$2.95. 

70 Hl-Q RESISTORS 

Tnsulaied. carbon; lf/ £ .. too! 1*> 
& 1\\. 10 ohms to 10 meg. QQa 
2 lbs. Keg. $13. 00 >- 

1500 PCS. HARDWARE 

Nuts, screws, washers, etc. QQA 
H/2 lbs. Reg. $6. 0°> 

60 CONDENSER SPCL! 

Molded, paper, ceramic, oi ! . QQA 
mica, discs, variable. 2 lhs.O°> 

75 RESISTOR SPECIAL! 

WW. precision, carbon, variable, 
mini types. 3 lbs. Worth gg^ 

15 PC. DRILL SET 

1/lfi" thru 1/4" s 6.1 ths. QQa 
w/ calibrated case. Keg. f>:i.°°> 

IO VOLUME CONTROLS 

Some w/ switches. 2 lbs gg^ 



HOW TO ORDER: 



ORDER BY BLACK-TYPE HEADLINES, i.e. 
120 CERAMIC CONDENSERS, 890 



State price wit! 
excess returned 
POSTAL ZONE 



each item. Send check or M.O. including sufficient postage; 
CCD. orders. 2S% down; rated net 30 days. INCLUDE 
address. (Canada postage, 48C, 1st lb.; 28c ea. add' I. lb.) 



131-133 EVERETT AVE- 
CHELSEA 50, MASS. 



June, 1959 




LAFAYETTE'S 

\ 1959 CATALOG 



GIANT-SIZE 
PAGES 



260 

FREE! 



Complete listings of the NEWEST in Stereo and Monaural 
Hi-Fi, Short Wave, Audio, Transistor, and many other Lafayette 
electronics kits as well as thousands upon thousands of 
standard brand nationally advertised kits and electronic 
parts and components are described in LAFAYETTE'S GIANT 
NEW 260- PAGE CATALOG. SEND FOR IT— IT'S FREE! Just fill 
in coupon below anil present it at any Lafayette store, or 
paste it on a postcard and send it to us. THAT'S ALL YOU 
HAVE TO DO to get your FREE 1959 LAFAYETTE CATALOG! 




NEW! "STEREO ANALYST" 
. Single Needle 
^jjrJrV VU Balance 
Meter 

The Most 
Versatile 
Instrument 
Offered 
The Hi-Fi 

m only /ill. 9 5 EnthU5ic,5t 

• UNIQUE 1 COIL GALVANOMETER-TYPE 
PRETISION METER MOVEMENT 

• 7 RANGES OF METER SENSITIVITY 

• EFFORTLESS BALANCING OF STEREO 
SYSTEMS 

• MAY BE USED AS VU METER AND TAPE 
RECORDER LEVEL INDICATOR 

Solves o I stereo balancing problems. Eoch stereo chan- 
nel feeas a seporole coil through o full-wave bridge 
rectifier Balance.! signals result in o 0 deflection. 2 
slide switches permit individual channel measurements. 
Metal case, sotin gold finish. Size: 4% x 5Vi x 4 1 /«" 
Shpg. WH., 3 lbs. 

TM-66 litereo Bo ance Indicator Net 11.95 



ELEMENT 
TWEETER 



27.511 




THE FINEST HI-FI 
TWEETER AVAILABLE 

leove it to lafoyette to bring you the "hottest" 
tweeter— the superlative electrostotic 3 element 
tweeter, roled best regardless of price. This smooth 
performing tweeter — superior to units costing many 
ti^es more — improves ANY speaker system, bring- 
ing forth the realism and acoustic brilliance of the 
high frequencies. Simple to connect and use, 
comes complete with detailed instructions. In ma- 
hogany, walnut or blonde finishes with attractive 
plastic grilles. Size 11% x 6 * 4'/j. Shpg. wt., 
7 lbs. 

SK-150 Electrostotic 3 Element Tweeter Mahog- 



27.50 




• BUILT-IN CROSSOVER NETWORK 

5000 Cycle Crossover Frequency 

• WIDE 170° DISPERSION ANGLE ' jlij f I 

Achieved by 3 Eledrostotir Element Oes.qn *- JI ™ 3 ^J; 

• MEASURABLY IMPROVES ANY SPEAKER SYSTEM 

Superb High Frequency Response »'«m 5000 
Cycles to Beyond 25.000 Cycles 

• BUILT-IN AC POWER SUPPLY 

Supplies H.gh Voltage Necessary far True 
Elect-osio'ic Speaker Operation 

• AVAILABLE IN MAHOGANY. WALNUT OR 
BLONDE ENCLOSURE 



mciu sua 

GARRARD RC121/II 
WITH SHURE M3D 
DYNETIC STEREO 
CARTRIDGE WITH 
DIAMOND STYLUS 



del RC 121/11 with Shure model 
Dynetic Compatible Stereo car- 
diamond stylus Regular 83.15 
15 lbs. Net 52.50 
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THE MOST 
FLEXIBLE TUNER 
EVER - 

designedI 




MwltifUx Output far New Stint FM 
11 Tubts (inclwdifi| 4 duol-purpest) -f 
Tvninf Eya 4- Stltnivm rtctlfitr Pre- 
vidt 17 Tub* Ptrformorict 
10KC Mhistl* 'filter • Pra-oligntd IF » 
Tuntd Cascodt FM • 12 Twntd Circuit* 
Duel Cothada FelUwtr Output 
Separately Tu»*d FM and AM Stctitns 
Armstrong Circuit with FM/AFC and 
AFC Dtftot 

Dual Doublt-Twntd Transformer 
teupltd Limitin. 



KT-500 



N KIT 



74.50 FORM 

ONLY 7.45 DOWN 
7.03 MONTHLY 



Cfi 

Use It as a Binaural' 
Stereophonic FM-AM tuner 
Use it as a Dual-Monaural FM-AM tuner 
Use It as a straight Monaural FM or AM tuner N^f |T 

More than a year of research, plonning and engineering went into the making of the Lafoyett© 
Stereo Tuner. Its unique flexibility permits the reception of binaural broadcasting (simultaneous 
transmission on both FM and AM), the independent operation of both the FM and AM sections 
at the same time, ond the ordinory reception of either FM or AM. The AM and FM sections are 
separately tuned, each with a separate 3-gang tuning condenser, separate flywheel tuning and 
separate volume control for proper balancing when used for binaural programs. Simplified 
accurate knife-edge tuning is provided by magic eye which operates independently on FM qnd 
AM. Automatic frequency control "locks in" FM signal permanently. Aside from its unique 
flexibility, this is, above all else, a quality high-fidelity tuner incorporating features found 
exclusively in the highest priced tuners. 

The 5 controls of the KT-500 are FM Volume, AM Volume, FM Tuning, AM Tuning and 5-position 
Function Selector Switch. Tastefully styled with gold-brass escutcheon having dark maroon 
background plus matching maroon knobs with gold inserts. The Lafayette Stereo Juner was 
designed with the builder in mind. Two separate printed circuit boards moke construction and 
wiring simple, even for such a complex unit. Complete kit includes all parts and metol cover, 
o step-by-step instruction manual, schematic ond pictorial diagrams. Size is 13 3 /4" W x 10 3 /a" D 
x 4'/ 2 " H. Shpg. wt., 22 lbs. 

The new Lafoyette Model KT-500 Stereo FM-AM Tuner is a companion piece to the Models 
KT-600 Audio Control Center Kit and KT-310 Stereo Power Amplifier Kit. 

KT.500 Net 74.50 

LT-50 Some as above, completely factory wired ond tested Net 124.50 



NEW! IAFAYETTE PROFESSIONAL STEREO MASTER 
AUDIO CONTROL CENTER 

KT-600 

79.50 

IN KIT 
FORM 




ONLY 7.95 DOWN 



Solves Every Stereo/ Monaural Control Problem! 

• UNIQUE STEREO & MONAURAL CONTROL FEATURES 

• AMAZING NEW BRIDGE CIRCUITRY FOR VARIABLE 
3d CHANNEL OUTPUT & CROSS-CHANNEL FEED 

• PRECISE "NULL" BALANCING SYSTEM 



A REVOLUTIONARY DEVELOPMENT IN STEREO HIGH FI- 
DELITY. Provides such unusual features as o Bridge Control, 
for variable Cross-channel signal feed for elimination of "ping- 
pong" (exaggerated separation) effects ond for 3d channel 
output volume control for 3-speoker stereo systems,- 3d channel 
Output also serves for mixing stereo to produce excellent mon- 
aural recordings. Also has full input mixing of monourol progrom 
sources, special "null" stereo balancing ond calibrating system 
(better than meters), 24 equalization positions, all-concentric 
controls, rumble and scratch filters, loudness switch. Clutch type 
volume controls for balancing or as 1 Master Volume Control. 
Hos chonnel reverse, electronic phasing, input level controls. 
Sensitivity 1.78 millivolts for 1 volt out. Dual I aw- i m pedonce 
outputs (plate followers), 1300 ohms. Response 10-25,000 cps 
± 0.5 db. Less than .03% IM distortion. Uses 7 new 7025 low- 
noise dual triades. Size 14" x 47i" x 10%". Shpg. wt., 16 lbs. 
Complete with printed circuit baard, cage, profusely illustrated 
instructions, all necessary parts. 

IAFAYETTE KT-600 — Stereo Preamplifier kit Net 79.50 

Lafayette LA-600 -Stereo Preamplifier, Wired Net 134.50 




STEREO /MONAURAL 36-WATT 
BASIC AMPLIFIER 

KT-310 

47.50 

IN KIT 
FORM 

ONLY 4.75 DOWN 



• 36-WATT STEREO AMPLIFIER 
• 4 PREMIUM-TYPE 7189 OUTPUT TUBES 
• RESPONSE 35-30,000 CPS ± V 2 DB 
• 18 WATTS PER STEREO CHANNEL OR 36 WATTS M0NAURALLY 
• 2 PRINTED CIRCUIT BOARDS FOR NEAT, EASY WIRING 



A superbly-perfarming basic stereo amplifier, in easy-to- bui Id 
kit form to save you lots of money and let you get Into stereo 
now at minimum expense! Dual inputs, «och provided with 
individual volume control. The unit may be used with a stereo 
preamplifier for 2 18-watt stereo channels, or at the flick of o 
switch, as a top-quality 36-watt monaural amplifier; or, if 
desired, it may be used as 2 separate monaural 18-watt om- 
plifiersl CONTROLS include 2 input volume controls, channel 
reverse switch (AB-6A), monaural-stereo switch. DUAL OUTPUT 
IMPEDANCES are: 4, 8, 16 and 32 ohms {permitting paralleled 
monaural operotion of 2 speaker systems of up to 16 ohms). 
INPUT SENSITIVITY is 0.45 volts per channel for full output. 
TUBES are 2-6AN8, 4-7189; GZ34 rectifier. SIZE is 9-3/16" d 
(10-9/16" with controls) x 5V*" h x 13%" w, Supplied complete 
with perforated metal cage, all necessary parts and detailed 
instructions. Shpg. wt., 22 lbs. 



KT-310 Stereo Power Amplifier Kit 



Net 47.50 
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YOUR COPIES OF 
POPULAR 

ELECTRONICS 

ARE VALUABLE 




KEEP THEM NEAT . a . 
CLEAN . . , READY FOR 
INSTANT REFERENCE! 

Now you can keep a year's copies of 
POPULAR ELECTRONICS in a rich- 
looking leatherette file that makes it 
easy to locate any issue- for ready refer- 
ence. 

Specially designed for POPULAR ELEC- 
TRONICS, this handy file— with its dis- 
tinctive, washable Kivar cover and 16- 
carat gold leaf lettering — not only looks 
good but keeps every issue neat, clean 
and orderly. 

So don't risk tearing and soiling your 
copies of POPULAR ELECTRONICS 
— always a ready source of valuable in- 
formation. Order several of these POP- 
ULAR ELECTRONICS volume files to- 
day. They are $2.50 each, postpaid — 
3 for $7.00, or 6 for $ 1 3.00. Satisfac- 
tion guaranteed, or your money back. 
Order direct from: 

JESSE JONES BOX CORP. 

(Established 1843) 
Dept. PE 

Box 5120 Philadelphia 41. Pa. 



AMAZING MINIATURE BROADCAST TRANSMITTER! 

'Tool Your Friends" with this transmitter . . . 
by broadcast insr on lo Hiiy radio or car radio ami 
watch their siartlcd faces when they hear VOFIt 
\oice on Til Kill radio . . . c;m also be used as 
a I*. A. system! 

Completely nortahle (i>ag x 3Vft x 1%) . . . with 
self-containt-d lotteries . . . no ANTK.WA or 
C ltd INI) W'lKKS to honk m> . . . Works in, to 
ONE BLOCK OR MORE . . with short whip 
antenna supplied. 

SIMPLY push the button and talk! 




This transmitter has a 



huiit-in station selector 

any station you desire I 



SEND ONLY $1.00 CASH AND PAY THE POSTMAN 
THE BALANCE OF $7.95 PLUS C.O.D. POSTAGE— OR 

SEND JUST $8.95 AND WE PAY THE POSTAGE, 
(BATTERIES $2.50 EXTRA.) 

HALCO ELECTRONICS 

9211 Venice Blvd., Los Angeles 34, California 



slick in his big hands stepped from behind 
a tree. 

"Where do you two think you're going?" 
he challenged. 

"Why, why, why, nowhere," Carl 
stammered. 

"That's what you think," the man said 
menacingly. "You're going to jail. I'm sick 
and tired of trespassers who ride down my 
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fences, leave my gates open, shoot my 
horses and cows, and litter my land. I'm 
going to make an example of you two." 

"We didn't mean to do any of those 
things," Jerry said. "We didn't know you 
didn't want people in here." 

"Oh, no; you didn't know!" the man 
mocked bitterly. "You couldn't read the 
'Trespassers Will Be Prosecuted' signs 
posted every hundred feet all around my 
property. Turn around. You can see the 
backs of three of those signs from right 
here." 

He was right. Three signs could be seen. 
The boys had climbed over the fence be- 
tween two of them. 

"Honest, Mister, screwy as it sounds, we 
didn't see those signs," Carl said earnestly. 
"I guess we were too interested in trying 
out our mushroom dog to think about any- 
thing else." 

"Your what ?" the man said incredulously. 
"Mushroom dog," Carl repeated. "We 
think we've trained him to hunt mush- 
rooms, and we were just going to try him 
out." 

"Now I know you're going to jail," the 
man said with renewed determination. 
"Trespassing's bad enough, but lying's 
worse. Mushroom dog indeed! I'll teach 
you young punks to try to make a fool of 
me." 

"But we're not lying!" Jerry said indig- 
nantly. "We've trained the dog to hunt 
mushrooms." 

"All right. Have it your way, Let's see 
him find one," the man challenged. "If he 

Always say you saw it in— POPULAR ELECTRONICS 
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TRU-VAC 



REMARKABLE TUBE VALUES AT 1950 PRICES 

ALL TUBES INDIVIDUALLY BOXED, CODE DATED 
AND BRANDED "TRU-VAC R " 

Typical TRU-VAC* Bargains! 
THIS IS A PARTIAL LIST 

6W4GT 



Thousands More Always In Stock 



OY4 

OZ4 

J A7GT 

1B3GT 

1C6 

1C7 

]M 

IIS 

1G4 

1 H5GT 



155 

114 

1U4 

IUS 

IV3 

1X2 

2AF4 

2BN4 

3CYS 

3A4 

3A5 

3 A L S 



3AU6 6 «6 
3BCS 6«b4 
3BN6 b fiC7 
3826 6if4 
2CB6 6AGS 
^04 6AH4GT 
3S4 6AH6 
3VJ 6AK S 
4807A 6MS 
4BS8 6 A MB 
4R7/ 6ANB 
4CB6 6AOS 
5AM8 6AQ6 
5ANB 6A07 
r A 1 6 6mRS 
-AV6 6mSS 
5AZ4 6AT6 
'■BR 8 6AU4GT 
5J6 6*USCT 
6AU6 
6*U8 
6AVSGT 
5V4G 6AV6 
5V6GT 6AW8 
5X8 6AX4GT 
5Y3 6AX5GT 



5U4 
5U8 



6B8 

6BA6 

6BCS 

6BC6 

6BD6 

6B£6 

6BF S 

6BG6G 

6BH6 

6BJ6 

6BK5 

6BK7 

6BL7GT 

6BN6 

6BQ6GT 

6B07 

6BR8 

6BS8 

6BY5C 

6BZ6 

6BZ7 

6C4 

6CB6 

6CD6G 

6CF6 

6CG7 



6CH8 
6C16 
6CM6 
6CM7 
6CN7 
6COB 
6CR6 
6CS6 
6CU5 
6CU6 
60b 
6DE6 
6DG6GT 
6DQ6 
6F5 
6F6 



&J6 

6J7 

6K6GT 

6K7 

6N7 

607 

654 



6S7 

6S8GT 

6SA7 

6SD7GT 

6SFS 

6SF7 

6SG7 

6SH7 

6SJ7 

6SK7 

6S17 

6S07 

6SH7 

614 

6U8 

6V6GT 

6W6G r 

6X4 

6X5GT 

6X8 

6Y6G 

7A4/XXL 

7A5 

7A6 

7A7 

7A8 



7BB 
7C-) 

7CS 
7C6 



7G7 

7H7 

7N7 

7Q7 

757 

7X6 

7X7 

7Y4 

7Z4 

1 J A3 

12A8S 

UAQ5 



ALWAYS 


30c 


ALWAYS 


30c 


12AT6 


12SA7 


36 


I2AT7 


I2SJ7 


3B 


12AU6 


I2SK7 


39/44 


12AU7 


1 7SN7GT 


41 


I2AV6 


12SQ7 


42 


12AV7 


I2V6GT 


41 


1 2AX4GT 


I2W6GT 


45 


1 2AX7 


12X4 


SO A 5 


12AZ7 


1 4A7/1 2B7 


SOBS 


I2B4 


I4B6 


SOCS 


12BA6 


1 .(07 


SOI 6 


12BA7 


19 


56 


1 2BD6 


19AU4GT 


57 


1 J B E 6 


t9BG6G 


58 


1 2BF6 


I9J6 


71 A 


1 JBH7 


19TB 


75 


17BQ6 


24A 


76 


12BR7 


25Z6GT 


77 


1JBY7 


26 


78 


12CA5 


27 


80 


I2CN5 


35 


B4/624 


I2D4 


35A5 


1 17Z3 


I2F5 


35BS 




12K7 


3SC5 




1716 


35W4 




12Q7 


35ZS 





1 YEAR GUARANTEED PICTURE TUBES 

Brand New" Allied A-l Tubes Brand New 

Below Listed prices do not include dud. Add Additional $5.00 Deposit 
on tube sizes to 20", on 21" and 24" tubes - $7.50. Deposit refunded 
immediately *vhcn dud is returned prepaid. Aluminized tubes - $4.00 
extra. 

Picture tubes hipped only to continental USA and Canada — All tubes 
F O B. Harrison, N. J. 

J08P4 7 99 16HM 13 I* 1 7< 
UtPJ 10 49 16KP4 1194 17< 
1I8/CP4 U 99 13 19 I 71 
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. 100 C00 new 
c,y - a A bv l*»ol «*a*«. 





[ For any 
_ used or 
factory second tube! 



TRU-VAC guarantees 
free any tube 



Only 
Cto replace 

'- • h ich becomes detects 

-ithin one vear of 



year 

^■■^•ffljSjLWiWUMW? 



ATTENTION QUANTITY USERS! 5 UUWU U 

Big Disccunts Are Yours . . . Call or Write For Our 1000 Tube "Private 
Label" Special! Attention Branding Dept. MGR. 
MONEY CHEERFULLY REFUNDED WITHIN FIVE (5) DAYS, 
IF NOT COMPLETELY SATISFIED! 
TRU-VAC PAYS YOUR POSTAGE 

On orders of $5 or more in U S A. and Territories. Send approximate 
postage on Canadian and foreign orders. Any order less than SS 
requires 25c handling charge. Send 25*0 on C O.D.'s. All orders subject 
to prior sale. 

Complying with Federal regulations, the following stotoment appears 
in all Tru-Voc advertising: Tubes appearing in this ad may be FAC- 
TORY SECONDS or USED tubes and are clearly marked. 

Write Dept. I For FREE LIST Of Other 
Types and Products Sold By TRU-VAC 



TRU-VAC 

Harrison Avenue Box 107 Harrison, New Jersey 
HUmboldt 4-9770 




Electric Company 



Visit Our Huge Testing Dept. ln=The Heart 
Of Harrison, N. J/s Electronic; Industry 
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MARINE 

an up-to-date survey of marine electronic equipment 
for the small boat owner and the technician! 



For the first time in its history, POPULAR 
ELECTRONICS presents a complete report 
on this rapidly growing phase of electronics. 
With more craft than ever before on 
America's waters, the field of marine elec- 
tronics is becoming more important every 
day. Here's your chance to get some au- 
thoritative background material on it! 

Whether you now own your own boat, plan 
to someday, or are interested in learning 
more about a fascinating part of elec- 
tronics, you won't want to miss this exciting 
feature in July PE! It covers every electronics 
device that is practical today for the small 
boat owner— tells what it is, what it does, 
how it works. 

This easy-reading guide to the theory of 
marine electronics makes interesting read- 
ing, offers valuable advice on getting maxi- 
mum efficiency from equipment. Articles 
like these cover the field thoroughly: 




POPULAR ELECTRONICS 



www.americanradiohistorv.com 



POPULAR ELECTRONICS: a thorough 32-page survey of 

ELECTRONICS 



• GUEST EDITORIAL BY WM. TAYLOR McKEOWN, 
EDITOR OF POPULAR BOATING 

• RADIO-TELEPHONES FOR THE SMALL BOAT 

• TUBES VS. TRANSISTORS IN MARINE GEAR 

• RADIO DIRECTION FINDERS 

• CAUSES AND CURES OF ELECTROLYSIS 

• DEPTH SOUNDERS AND FISH FINDERS 

• SAFETY AFLOAT (radar, sonar, etc.) 

• AUTO PILOTS 

• ANTENNA AND GROUND SYSTEMS 

• CITIZENS' BAND RADIO FOR THE BOATMAN 

PLUS: Directory of marine electronics man- 
ufacturers and their products 

Big, extra features such as this are only 
part of the reason why POPULAR 
ELECTRONICS is the consistent leader in 
its field. Every issue has dozens of meaty 
articles and features on every phase of 
electronics. 

That's why it's smart to keep up with the 
growing field of electronics by reading PE 
every month. And it's so easy, too— espe- 
cially when a subscription automatically 
delivers a copy to your doorstep each 
month. If you haven't a subscription 
already, now is the perfect time to get one! 

REGULAR SUBSCRIPTION RATES 
one year, $A two years, S7 
three years, $10 

POPULAR ELECTRONICS 
434 South Wabash Ave., Chicago 5, III. 
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ELECTRONICS 
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save on 

everything in 

electronic* 



nd for ALLIED'S 

BARGAIN SUPPLEMENT 

BIGGEST VALUES EVER! Save 
most on Stereo hi-fi systems 
and components. See top buys 
in build-your-own KNIGHT- 
KITS. Hundreds of values in 
recorders, amateur gear, P. A. systems, test 
instruments, TV accessories, electronic 
parts, lubes and tools. Send for your FREE 
Allied Supplement packed with bargains and 
new products. Save as never before! 

ALLIED RADIO 



ALLIED RADIO CORP., Dept. 79-F9 
100 N. Western Ave., Chicago 80, III 
□ Send FREE Allied Supplement No. 185 



Name. 



I 
I 
I 

| City 



Address- 



_$tate_ 



NOW. ..Gil 
2-way radio 
for your 
personal use, 
business or 
pleasure 



Citizens' 
Communicator 

FOR 11-METER CITIZENS' BAND 

No exam for license ... no code. U. S. Citizens 
required only to complete simple F.C.C. form. 
Write today for free booklet giving all details. 




MEETS ALL F.C.C. REGS. 
. . 5 WATTS INPUT POW- 
ER. BOTH TRANSMITTER 
AND RECEIVER QUARTZ 
CRYSTAL CONTROLLED. 
RELIABLE' NO TUNING! 

TWO MODELS AVAILABLE. 
SPECIFY NO. 3303 FOR 
115V AC OPERATION . . . 
NO. 3304 FOR J 2 V DC 
OPERATION. 



COMPLETE 2-WAY 
STATION ' PACK- 
AGE" INCLUDES 
PRESS-TO-TALK 
MICROPHONE. 
QUARTZ CRYSTALS 
FOR ONE CHANNEL. 
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WRITE TODAY FOR FREE BOOKLET! 



GONSET 

Burbank. Calif. 



DIVISION OF 
YOUNG SPRING & WIRE 
CO R P 0 RATIO N 



does, I'll believe your story, 
you're going to jail." 



If he doesn't, 



THAT WAS all the break Carl and Jerry 
could expect. Carl took a very withered 
mushroom from his pocket and placed it on 
the ground in front of the grinning Bosco 
who had been sitting quietly on his 
haunches during all the palaver. At the 
same time Carl passed the packet of ham- 
burger tantalizingly back and forth in front 
of the dog's near-scented nose. 

"We gotta sort of prime him," Jerry ex- 
plained apologetically to the grim-faced 
man. 

"Okay, Bosco, let's see you do your stuff," 
Carl was whispering prayerfully into the 
lopping ear of the dog. "You find a mush- 
room and I'll buy you the sweetest steak 
in town to go with it!" 

Bosco rose to his feet and tore off at a 
gallop as though this promise had galva- 
nized him. Madly he scampered in dizzy 
circles amid the stumps. Suddenly he came 
to a halt and barked excitedly. All three 
rushed to his side and beheld him barking 
at a whole clump of mushrooms pushing 
their way up through the rotting leaves. 

"Well, I'll be a monkey's uncle!" the 
farmer exclaimed as he watched Carl pop 
a generous handful of hamburger into the 
drooling jaws of the dog. "Go ahead and 
pick them. Can he do that again, or is he 
a single-shot instead of a repeater?" 

In answer Carl waved the dog on, and 
once more Bosco started his apparently 
aimless circling. In less than a minute he 
was barking "treed" at another huge 
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sponge mushroom growing right between 
the roots of a stump. As the farmer 
watched the dog gulp down another patty 
of hamburger, he remarked anxiously : 

"At this rate he'll be full of hamburger 
before that onion sack is full of mush- 
rooms. Have you thought of that?" 

"Not old Bosco," Carl denied. "His other 
name is 'The Bottomless Pit.' He can eat 
hamburger until you'd think it would be 

Always say you saw it in — POPULAR ELECTRONICS 
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sticking out of his cars and still beg for 
more." 

"Good!" the farmer exclaimed. "In that 
case I want to ask a favor of you boys. Will 
you wait until I hop across the grove to the 
house and get my movie camera? I want 
to get a picture of that dog treeing a mush- 
room. Here's why : when I was a boy I also 
had a dog that would hunt mushrooms. I 
didn't train him; he just seemed to pick it 
up himself; but he hunted almost exactly 
the way Bosco does. 

"About a week ago I was trying to tell 
some of the fellows at a grange meeting 
about that dog of mine, and they laughed 
me right out of the hall. Now, if I can just 
get a good shot of Bosco doing what I tried 
to tell those smart alecks my dog would do, 
you-know-who is going to have the last 
laugh. Will you help me?" 

"You bet!" the boys said in chorus. 

"Okay, I'll be back in two shakes," the 
farmer said as he started off on a lope. "My 
name's Walt Down ham," he called back 
over his shoulder; "and you two are wel- 
come on my land any time you want to 
come." 

«1¥EY! lie's a real nice guy," Carl said 
O as he clamped the squirming Bosco 
between his long legs. "Sure is funny how 
a guy that looked so mean and threatening 
and ornery a few minutes ago can look so 
kind and pleasant and nice now, isn't it ?" 

"Yeah," Jerry agreed thoughtfully. "I 
guess it just goes to prove that we tend to 
sec people the way we want to see them in- 
stead of as they really are. I'm going to 
remember this and try to make myself take 
a second look the next time I meet some- 
one I think I dislike." 

"Me, too," Carl said as he watched Far- 
mer Downham running toward them with 
his movie camera in his hand. ~Wr 

▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲ 

Citizens Band Transceiver 

{Continued from page 53) 

A bracket for the whip antenna was 
made from heavy aluminum and drilled to 
hold an RCA type phono jack. This bracket 
was secured to the top of the case with two 
sheet metal screws, and a 36" length of 
piano wire (available at hobby shops) was 
soldered to a mating phono plug. 

The 3' whip antenna is made electrically 
longer by inserting a coil between it and 




PORT ARTHUR 



-COLLEGE- 

ELECTRONICS • COMMUNICATIONS 
RESIDENT • CO-EDUCATIONAL 
AM-FM RADIO • TV STATIONS 
MARINE RADIO 

TRAINING Is the finest. Well equipped col- 
lege classrooms and laboratories with AM, FM 
transmitters, radar and marine equipment, col- 
or fundamentals, transistors, television, camera 
chain, experimental laboratory test equipment, 
etc. used as standard part of curriculum. 

PRACTICAL On-the-job-training program. 
College operates Radio Station KPAC, co- 
owner of KPAC-TV. You learn the interesting 
way. You learn by doing. 

G.I. APPROVED 

CO-EDUCATIONAL You enjoy the personal 
growth and cultural advantages that only the 
American co-educational college system can 
provide. 

LOW COST Being a non-profit vocational in- 
stitution explains our low tuition rates . . . $36 
per month. Room and board at campus dormi- 
tory only $52 per month. Monthly payments 
accepted. 

FREE PLACEMENT Our graduates are in de- 
SERVICE mand at good salaries. 

We have trained men from all 49 states and 
a broad. 

INVESTIGATE Write for illustrated booklet 
P-48 for further details. Classes now forming. 
Non high school graduates must pass entrance 
examination. Persons 21 years or older may 
be accepted on individual approval. 

PORT ARTHUR COLLEGE 

PORT ARTHUR, P-681, TEXAS 
Founded in 1909 
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TV PICTURE TUBES 



AT LOWEST PRICES 



10BP4 
12LP4 
14B CP4 9.95 
16DP4 14.95 



7.95 1 
8.95 



16EP4 
16GP4 
16KP4 
16LP1 
16RP4 



15.90 
15.90 
10.95 
10.95 
10.95 



16WP4 $15.20 17TP4 
16TP4 10.95 20AP4 
17AVP4 15.20, 20CP4 



17BP4 
17CP4 
17GP4 
17HP4 
17LP4 
17QP4 



95 20HP4 
00l 21AP4 
60 21ALP4 
60 21AMP4 
60 21ATP4 
95 1 21AUP4 
WARRA 



$19.30; 

19.30 
13.90 
17.95 
22 10 
20.951 
19.951 
20.95 
20.95 1 
NTY 



21EP4 
21FP4 
21WP4 
21YP4 
21ZP4 
24CP4 
24DP4 
27EP4 
27RP4 



$14.95 
15.95 
17.30 
15.95 
14.95 
23.95 
26.95 
39.95 
39.95 



Ahtminized Tubes SH.UO mure than ;il>ove prices. Trices include 
the return of an acceptable similar tube under vacuum. These 
tubes arc manufactured from reprocessed used JTlass bulbs. All 
materials including the electron gun are brand new. 

ALL PRICES FOB CHICAGO, ILLINOIS. Deposit required. 

when old tube is noi returned, refundable at time of return. 

25<"r deposit required on C'Ol) shipments. Old tubes must 

be returned prepaid. Tubes shipped Rail Express. 

WRITE FOR COMPLETE LIST 

—PICTURE TUBE OUTLET— 

3032 MILWAUKEE AVE., CHICAGO 18, ILLINOIS 
Dickens 2-2048 
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BATTERYLCSS ,4*1 



LIFETIME" RADIO 



(American made) GUARANTEED FOR YOUR LIFE 

AS LONG AS YOIT OWN II* NO Tl'BES. 
•f^r— ^ BATTKK1RS. TUANS1STOHS OU ELEC- 
' , TRICAL PLUG-INS NEEDK1)! Will nrvcr 
3 run down or burn out! SMALLER, Til AN A 

/ pack of cic;aretti:r! receives 
local radio station's anytime— 

•i ANY WIIKHK YOU Go! ay thumb tunor. 

' NO UAN'GI-tNO KAR PHONES. 1 1 AS 

' RUILT-1N SPEAKER PHONE! Hli.ck 
cold nlnstic culiiii t. eeiui-condnctor wave 

* dnertor. NOT IMPORTED. MADE AND 

■r% GUARANJEEl) BY AMERICANS— You 

J run id way a net service. 

m**r «wn ONLY $0 OA {bm « ck - mo) nnd 

* C " U *- ,, ' L » *Z.UV poHtman $4.99 
l*OD portage on nrrival or send Sii.99 for rioatliaid delivery. SENT COM- 
PLETE READY TO LISTEN WITH LIFE GUAR ANTCE— NOTHING 
EX IRA TO HIY EVER! FREE LONG DISTANCE ANTENNA if vou 
order now. Available only from- 
IV1IDWAY COMPANY 




Dept. WPL-6 



KEARNEY. NEBR. 



/ N V M N TORS 



Send for 
PATENT INFORMATION 

Book and 
INVENTOR'S RECORD 

without obligatron 

GUSTAVE MILLER 

G9-PE WARNER BUILDING 
WASHINGTON 4, D. C. 



REGISTERED PATENT 
ATTORNEY 

ASSOCIATE EXAMINER 
U.S. PAT. OFF. 1922.1929 

Patent Attorney & Advisor 

U. S. NAVY DEPT. 1930-1947 

PATENT LAWYER 




LOOK 

NO FURTHER ... IF YOU'RE 
UNHAPPY WITH "HI" HI-FI 
PRICES. WRITE FOR OUR 
UNUSUAL AUDIO CATALOG. 
KEY ELECTRONICS CO. 
120-B Liberty St.. N. Y. 6 



ENGINEERING DEGREES 

fVy^y^) E.E. Option Electronics or Power 

Degree Courses in Liberal Arts Also 

Earned through Home Study 
Pacific International College of 
Ai ts & Sciences 

Primarily a correspondence School 
Residence classes also available 
5719-W Santa Monica Blvd. 
Hollywood 38, California 
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the antenna jack on the Citizens Talkie. 
This coil is an Ohmito Z-50 r.f. choke and 
exactly 32 turns are removed (about three- 
fifths of the winding) to resonate it. Dab 
fingernail polish on the coil to prevent 
turns from coming loose. (See Fig. 8.) 

You can get a license for the Citizens 
Talkie very easily. Just fill out the form 
enclosed with the International Crystal 
unit, and send it to the Federal Communi- 
cations Commission, Washington 25, D. C. 
{not to your local FCC office!) 

It should be pointed out that the trans- 
mitter consumes considerably more battery 
power than does the receiver. For the most 
economical operation, keep your transmis- 
sions short, sweet, and to the point. -[30K 

▲▲▲▲▲▲▲▲▲▲▲▲▲ A ▲▲▲▲▲▲ ▲▲▲▲▲▲▲▲▲▲ 

Transistor Topics 

{Continued from page 97) 

taincd from a transformer-like ignition coil. 
In practice, the ignition coil's "primary" 
current, obtained from the battery, is in- 
terrupted periodically by a set of contact 
points serving as a momentary switch. 
Each time the circuit is closed and broken, 
the resulting rush of current develops the 
high voltage needed for ignition. 

Such a system has many drawbacks. 
Each time the primary current is broken, 
the contact points tend to spark and arc. 
To minimize this sparking, which causes 
corrosion and reduces contact life, a small 
condenser is connected across the contacts. 
But this condenser, in itself, introduces a 
small time delay in establishing (or break- 
ing) current flow. The net result is that 
the system's output voltage tends to drop 
as the rate of contact operation is in- 
creased. Thus, at higher engine speeds 
(rpm) , when a really "hot" spark is desired, 
the ignition voltage may actually decrease. 

Transistors can be used in the ignition 
system to alleviate this situation. The basic 
schematic diagrams of a "conventional" and 
a transistorized ignition system are given 
in Fig. 2. The latter* system was developed 
by engineers of the Electric Auto-Lite 
Company, and may be offered as optional 
equipment in some 1960 model autos and, 
possibly, as standard equipment in many 
19G1 models. 

In operation, the heavy-duty contacts 
and shunt condenser are replaced by a 
single power transistor which, in turn, is 
controlled by a set of light-duty contacts; 
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the latter, handling the transistor's rela- 
tively small base bias current, spark very 
lillle and have an extremely long almost 
infinite — service life. Since the transistor 
has a very high speed of response, the sys- 
tem's output voltage remains fairly con- 
stant regardless of contact operation rate 
. . . and a good "hot" spark is maintained 
at high as well as at low engine rpm. 

The relative performance of transistor- 
ized and conventional ignition systems is 
shown graphically in Fig. 3. 

Telemeter Transmitter. Philco Corpo- 
ration's Research Division has developed a 
fully transistorized telemetering transmit- 
ter for the U. S. Army's Ordnance Missile 
Command. Designed for possible use in 
space satellites, the new transmitter weighs 
less than 10 ounces, is 5" in diameter, 
1" high, and operates in the 20-mc. band. 
Delivering a watt of output power, this unit 
has more output and is more efficient than 
the transistorized transmitters used in 
present U. S. satellites. 

Transistor Course. Sylvania Electric 
Products is now offering, through its tube 
and semiconductor distributors, a 12-lesson 
correspondence course in "Servicing Tran- 



sistor Radios and Printed Circuits." Your 
columnist had a chance to review this 
course and found it complete, accurate, and 
quite clear. In addition to covering topics 
of direct interest to the practical service 
technician, it discusses basic transistor cir- 
cuit operation and practical transistor ap- 
plications in considerable detail. 

This course should be of real interest and 
value to experimenters and servicemen 
alike. For full details concerning availa- 
bility, contact your local Sylvania distrib- 
utor ... or write direct to Sylvania Elec- 
tric Products Inc., 1740 Broadway. New 
York 19, N. Y. 

Battery-Operated Recorder. Stancil- 
Hoffman (921 N. Highland, Hollywood 38, 
Calif.), a pioneer manufacturer of mag- 
netic recording equipment, has released 
details on a new self-contained battery- 
operated recorder. Dubbed the "Minitape," 
this instrument uses standard V tape and 
features a unique automatic volume control 
system which will handle all levels of 
sounds from lip distance to as far as 10 or 
15 feet away from the microphone. 

That does it for now, fellows. 

Lou 
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Yes, you get our hip Diagrams book. I<TEK ! 
It's like a ruail-mup that shows you the way 
to easier Kadio-TV repair. Needed by every 
serviceman. Complete 11x22" Schematic Dia- 
grams on many Kadio and TV sets help cut 
servicing time. Includes simple instructions on how to 
use diagrams and picture patterns. This book is yours 
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"Applied Practical Radio-Television!" 
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TRANSISTOR CIRCUITS the most com- 
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LIBRARY FREE for 7 days; get the 
Servicing Book FREE! 
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WANTED! 

Equipment, 
components or parts! 

The 267,000 purchasers of POPULAR ELI'X- 
TROXICS are always in the market for good 
used equipment or components. So, if you have 
something to sell, let PE readers know about it 
in our classified columns. 

It costs very little: just 50£ per word including 
name and address. Minimum message: 10 words. 
For fun her information, write: 

Marlin Lincoln 

POPULAR ELECTRONIC 

One Park Ave., New York 16, N. Y. 



PHOTO ELECTRIC UNIT 

Two circuit relay; com- 
plete, ready to operate 
from any tight source. 
Comes with relay, chassis, 
extension cord and power 
outlet. I'hoto electric cell 
hermetically sealed. Han- 
dles up to 1000 watts. 
t — ~* — , Size: 2 by 4 inches. 
Unlimited uses! Controls lights, doors; warning signals; 
entrance announcer. 
Full instructions. Simple to operate. 

UNIT COMPLETE ONLY $9.95 ^ 
THE BARTLETT CO., 231 W. Superior St., Chicago 





100% 
Satisfaction 
Guaranteed 
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EASY TO LEARN CODE 



Leant to increase speed with »n TnstriictnjjTaPh 
-the Ha.h<:,-TelenTiu;h Code Teaclicr that takes 
the place of an nuui atoi- in Undo?- a id enables 
anyone in mnsii'i code without turih ■ assist- 
ance. Available tapes from OeUmnei s alphabet 
to tvpical messages on all snlihcts. Six I 
raiijfo 5 to 4<) WI'M. Always ready— no QKM. 
Thousands have "acdiili't'd the code" with the 
Insti'uctoKiTioh Svsieui. Write todav for conven- 
ient rental or purchase plans 

INSTRUCTOGRAPH COMPANY 
4713 SHERIDAN ROAD. CHICAGO 40. ILLINOIS 
357 West Manchester Ave,, Los AnBeles 3. California 
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YOUR OWN • M00ERN 0IAL 

FOR PRIVATE CIRCUITS and exten- 
sions, easy to install, invaluable for 
residence— farm — estates or indus- 
trial purposes. Surplus phones— 
slightly used — fully standard, com- 
plete with dial, bell, cords, etc. With 
male 4-prong plug add $1.75. In- 
structions and diagram included. 
GOV'T COST: $32.50 each 

NOW postage 
SO an * whc r* 
U.S.A. 




Hams Go Video 

(Con I inued from page 44) 

However, the Electron Corporation, a 
subsidiary of Ling Electronics, Inc., hopes 
to change all that. Its new equipment is 
ready assembled, specially designed for op- 
eration on the 420-450 mc. amateur tele- 
vision band. 

Field tests by the company indicate that 
this equipment provides excellent reception 
at a distance of 18 miles. The possibilities 
of relay transmission are being explored 
too. With a relay system, a string of hams 
spaced 18 miles apart could establish a net- 
work to cover real distance. 

Electron Corp. officials are talking about 
the use of their equipment to bring ama- 
teur collegiate radio into the television 
picture as a non-commercial educational 
service. Another possibility they envision — 
and one linked with their hopes tor college 
TV — is the purchase of converters and spe- 
cial antennas by the general public for 
looking in on ham television. 

The u.h.f. converter, incidentally, is price- 
tagged at $79.50, and the receiving antenna 
for it costs $12.50. 

Television may eventually become an im- 
portant adjunct to the ham in his tradi- 
tional emergency service role. Visual cov- 
erage of disasters could prove valuable in 
coordinating civil defense activities by add- 
ing "eyes" to the "ears" of emergency 
radio communications. HS - 

AAAAAAAAAAAAAAAAAAAAAAAAAAAAAA 

Jobs in Electronics 

(Continued from page 66) 

in such a course, it means that you're in- 
terested in building a career in this field, 
and you will have a better chance for pro- 
motion. Although not many companies pay 
the full 100 r <? tuition, most will refund any- 
where from 50 to 80%, usually upon suc- 
cessful completion of the course. 

One advantage of working while studying 
by home-correspondence course is the fact 
that the student's regular work fits in with 
the subject he's studying, and he is getting 
practical experience with the electronic 
instruments and techniques he's studying 
at home. This means that correspondence 
school students are able to get as good a 
training as enrolees of resident schools. 

If a student shows real promise, a com- 
pany may send him to a resident school full 
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time with tuition paid and a living allow- 
ance above his regular salary. Thus, he 
can work his way toward a regular engi- 
neering degree, or even an advanced en- 
gineering degree, at practically no expense. 

Today's best job opportunities are in elec- 
tronics. A small investment in an elec- 
tronic education today can create a bigger 
and better career for you tomorrow than 
you ever dreamed of. For additional infor- 
mation on electronic careers, see articles in 
the January and February, 1959, issues of 
Popular Electronics and the 1959 edition 
of "Your Career In Electronics" now on the 
newsstands. nM~ 
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The "Trans-Pack" 

(Continued from page 104) 

disconnected from the circuit. The filament 
supply, if six volts, can be obtained from a 
12-volt car battery by using a suitable se- 
ries dropping resistor. 

When the "Trans-Pack'' is used to pro- 
vide power for the modular six-meter sta- 
tion, a 2-ohm, 25-watt wire-wound resistor 
will drop the 12 volts of the battery down 
to 6 volts for the filaments. Just mount 
this supply in place of the regular a.c. sup- 
ply. The station's front panel power switch 
and the line cord are not used but an ad- 
ditional s.p.s.t. toggle switch must be added 
to turn the 12-volt supply on and off; 

II you are careful not to reverse the 12- 
volt connections, the "Trans-Pack" will run 
forever It is impossible to overload. If you 
attempt to make it work too hard, it will 
quit operating without damaging any of the 



HOW IT WORKS 

The two transistors of t lie "Trans-Rack" are hooked 
up as i\ free-running multivibrator. One transistor 
siarts the oscillation by drawing somewhat more col- 
lector current than its male (due to the inevitable 
differences between transistors, and as ihe collector 
current flows through transformer 77, a current is 
induced in the base winding. This winding has been 
so connected that the current is in Ihe light direction 
to bias the conducting transistor base more nega- 
tively, and mote collector cm rent flows. The con- 
ducting transistor continues to conduct as long as the 
rising collector current is matched by a rising base 
current. 

Eventually, the transformer cote material saturates 
and its field commences to collapse. When this hap- 
pens, the current in the base winding suddenly re- 

1 verses, the conducting transistor is switched o§, and 
the one that is not conducting is switched on. This 

1 results in a square-wave voltage being induced in the 

5 secondary. The secondary winding of 77 -teps up the 
induced voltage, and a bridge-type rectifier circuit 

1 changes the a.c. output to about 250 volts d.c. 




The book 



GET MORE WORK 
OUT OF YOUR 
OSCILLOSCOPE 

Learn to service 
ANY radio or TV 
faster . . . with the 
handiest instrument of all! 

J 51. Here, in a new 2nd edition, is 

I 'ifkj ■ ■— Till 7 - book that really shows you 
how tit use oscilloscopes! 
ClearW as \-B-C. MODRRN" 
OSCILLOSCOPES AM) THEIR 
ESKS tells you exactly when, 
where and how. You learn to 
locate either AM or FM radio 
or television troubles in a jiffy. 
Tough realignment jobs ate made 
that tells you e ., sy X() j nvo i ve d mathematics! 
what you need to know Ewry {jetail js dearly explained 
about 'scopes! f rom ma ki n g connections to ad- 

justing circuit components and 
setting oscilloscope controls. And you learn to analyze pat- 
terns fast and RIGHT' 

Includes latest data on use of "scopes in color T\ . indus- 
trial electronics, leaching . . . even in atomic energy work. 
Contains 326 pages and over 400 clear pictures. Dozen? of pat- 
tern photos make things doubly cleat. Price only $6.50. 
Use coupon for 10-day free trial. 

DON'T THROW OLD RADIOS 
'm AWAY ! 

This giant book shows 
exactly how to fix them 
. . . without a lot of 
previous experience! 

Just look up the how-to-do-it data on 
that old radio you want to fix! 
Four times out of 5 this giant. 3 T / 2 - 
piund, 714-pnge Ghirardi RADIO TROT UEESHOOTERS 
HANDBOOK gives exactly the information you need. Tells 
what is likely to be causing the trouble . . . shows how to 
fix it. Covers practically every radio receiver model made 
by 202 manufacturers between 1925 and 19-12. Esing it. even 
beginners can ea-ily fix old set< which miuht otherwise be 
thrown away hccnu>e service information is lacking. With a 
few simple repairs, most of these old sets can be made to 
operate perfectly for years to come. 

Included are common trouble symptom* and their remedies for 
over 4,800 models ot old home, "auto radios and record changers: 
Airline. Apex. Arvin. Alwaier Kent, lielmont, Bosch. Bruns- 
wick. Clarion, Crosley, Emerson, f-'ada. G-E. Kolster. Majestic. 
Motorola, Philco, Pilot, RCA. Silvertone. Sparton, Stromberg 
and (laztrts wore. Includes hundreds of pages of invaluable 
old time tube ami component data, service short cuts. etc. 
Price $6.95 10-day free trial 

P" — — — .PRACTICE 10 DAYS FREE!' «* — — -j 
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components. If you short the output, the 
supply will not "take off." 

The" 2N256 transistors were used in the 
"Trans-Pack" because of their low cost. 
However, you can obtain more output volt- 
age and slightly higher efficiency with more 
expensive transistors. The 2N301, for ex- 
ample, works well and is directly inter- 
changeable with the 2N256. -gjjf- 

▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲▲ 

90-Watt Transmitter 

{Continued from page 91) 

nections without causing heat damage to 
nearby parts and wires. 

• Use only the wiring paths shown in the 
pictorials. Don't take any apparent short- 
cuts to save wire. If the wire is too long, 
cut off the excess. Leads which take the 
wrong path due to short-cuts or excessive 
lengths will cause trouble. 

• After the wiring is completed, perform 
the tests advised in the final steps. Then, 
make a resistance check at all tube pin 
connections. Eico supplies a complete volt- 
age-resistance chart. The resistance check 
may locate any wiring mistakes. 



Only one internal adjustment is required 
and this is made on the chassis bottom. Coil 
L.I, a broadband plate load for the oscillator 
circuit, is adjusted with power on. Be sure 
to use a plastic alignment tool or a false 
setting will be obtained. All other front 
panel settings are made after a crystal or 
VFO frequency is selected. 

Crystal or VFO. If a VFO unit is used 
in conjunction with the Model 720, it is con- 
nected to the VFO jack on the rear apron 
and switch St is set to VFO, For crystal 
operation, plug a suitable crystal into the 
front panel Crystal jack and switch Si to 
Xtal. The crystal or VFO frequency ranges 
for the tunable amateur bands hare listed 
below : 



BAND 


CRYSTAL 


(meters) 


or VFO fkcJ 


80 


3500 - 4000 


40 


7000 - 7300 


20 


7000 - 7175 


15 


7000 - 7150 


11 


6740 - 6807 


10 


7000 - 7425 



In c.w. operation, an 80-meter crystal 
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THIS BIG WALSCO 
ELECTRONICS PRODUCTS 
CATALOG! 

Send postcard today for your 
free copy of Walsco's 64-page 
Catalog 59 . . or ask for one at 
your distributor. 



WALSCO ELECTRONICS MFG. CO. 

Division of Textron Inc. 
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DEPENDABLE TV-RADIO 

TUBES 



-TAlxTTDAkl Tubes tor TV Radio Service 
JMYiKON m en, Dealers, Experimenters 




Nationally sold ZALYTR0N Tubes are 
BRAND NEW Tubes- NOT USED. NOT 
REJECTS- NOT PULLED FROM EQUIP- 
MENT but ZALYTRON's First Qual- 
ity" Why pay more? Try them once, 
you'll buy them always Every tube we 
ship iscovered by our Full Ref un. d Guar- 
antee . YOU be the judge! Send 
today for new Price List "PE". 
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THERMO- ELECTRON ICS 

Successor to 

Thermo-Electricity 

Change heat to electricity DIRECTLY — no 
acids, liquids, chemicals, moving parts or 
sunlight! Build or buy a thermo-electronic 
battery. Mail quarter today for information 
and sample thermo-electronic alloy. 



HERMON E. 

Dept. 



15766 Blackstone 



COTTER 



Detroit 23, Mich. 



BE YOUR OWN BOSS 

RUN A SELF-SERVICE TUBE BUSINESS 
Get This Modern E B fi™ 
Sturdy Tube Tester P K E E 

Z*ALYTMN oS. P'f °I d o er f0r natlona,| y s °'d 
«ltikon Quality Brand Receiving Tubes We'll 

Rn ; p y ° U h ,° W t0 start a successfuf Tube Tester 
Route, and get YOUR share of today's ml 

"S Ri; h n n Se,f ^ erVice Tube Sales! tS s' s o 2 
Get-Rich-Quick" scheme but a solid nr™™ 




I/HYMN 



TUBE CORPORATION 

220 West 42nd St., N. Y. 36, N. Y. 
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can be used for the 40-, 20-, and 15-meter f 
bands for improved keying characteristics, 
provided that the Grid Tuning control is set 
within the ranges given above. This will 
eliminate the possibility of tuning to the 
wrong harmonic. 

There can only be one good final check 
of an amateur transmitter and that is- — 
getting on the air, and receiving a QRK5 
report from a distant DX. When the trans- 
mitter is coupled to a rotary beam antenna, 
DX'ing all continents is no longer a chore 
but a weekend warm-up. 



Answers to Electronic Sticklers 

on page 92 

1. If you redraw the circuit as shown below, 
you will immediately see that the resistance 



-V\Ar 
R3 



between A and B is one ohm. R5 and R6 do 
not enter the calculations. 

2. The circuit that will best help Joe is shown 




here. A d.p.d.t. switch (53) will do the job. 

3. The bell, buzzer and battery are in series 
when the doorbell button is not depressed. 
Even if the doorbell and buzzer do not ring 
due tc a high series resistance, the battery will 
be exhausted in a short time. 

4. El will be 200 volts and E2 will be 120 
volts. El i-s the output of the bridge circuit. 
E2 receives the rectified output of the 80-volt 
section on half of the cycle and the 120-volt 
section on the other half. The capacitor across 
E2 will therefore charge to an 80-volt level. 



| If you lenow of a tricky Electronic Stickler, 
1 send it in with rhe solution to the editors of 
POPULAR ELECTRONICS. If it is accepted, 
we will send you a $5 check. Write each 
Stickler you would like to submit on the back 
of a postcard. Submit as many postcards as 
you like but, please, just one Stickler per post- 
card. Send to: POPULAR ELECTRONICS 
STICKLERS, One Park Ave., New York 16, 
N. Y. Sorry, but we will not be able to return 
unused Sticklers. 




B U RG ESS 

Leakproof 
FLASHLIGHT BATTERIES 




PORTABLE LIGHTS 



BURGESS BATTERY COMPANY 

OMSK* Of Mtvtl (NC 

FREEPORT, ILLINOIS NIAGARA FALLS, CANADA 
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LET RUSS DO IT ! 
SAVE QUALITY 

DEVELOPING and PRINTING 




KODACHROME EKTACHROME 
ANSCOCHROME 

PROCESSING 



1.15 
1.15 

2.00 



620, 120, unmounted 

35MM,<20 exp.) and 828 mounted . 

35MM, 36 exp., including mountin 

STEREO: 35MM, 15 stereo pairs 

including mounting 1.75 

28 stereo pairs, including mounting. 2.75 

KODACHROME ONLY 

8MM 25 ft. roll 1J5 

8MM 25 ft. magazine 90 

16MM 50 ft. magazine . . 1 20 

16MM100 ft. roll [ 2".75 



sorry no 
C.O.D.'S 
Send for 
FREE 

Mailers and 
Complete 
Price List 



KODACOLOR 

PRINTS and PROCESSING 

OI> ex P- "I! dev & $950 

OOMM ZUptd.2V 2 x3i/ 2 ... J 
12 exp. roll dev. & ptd. 31/2x3 V2 $3 50 
8 exp. roll dev. & ptd 3V2X5 2 50 

Kodacolor prints 3V2X5. 4 for $1 00 



^ISJSS PHOTO SERVICE 

P. O. BOX 223 E Cooper Sta., N. Y. 3, N. Y. 



Assemble your own 

WALKIE-TALKIE 
RADIOPHONES 



New Model for 27 mc 
Citizens Band 




Electronic 

Chassis 

ONLY 



18 



98 

post- 
paid 



• Meets rCC requirements for new class "D" citizens hand 
rndio- teleu hone. 

• License easily obtained on an u I i cat ion by any U. S. citizen 
18 years or over. No tests to take. 

• Transmits anil receives one to several miles defending on 
obstructions and elevation. 

• Assembled unit is completely portable and reuuires no external 
connections. Operates from self contained batteries obtain- 
able at yotn local radio store. 

• Electronic chassis is wired, tested, guaranteed and includes 
crystal controlled oscillator, R.F. Dower amplifier, audio 
modulator, receiver with R.F. stage, and a new transistorized 
audio booster stage for extra loud reception plus a complete 
set of tulies and transistor. 

• Radio receiver is tunable to any of the 22 channels by a sin- 
gle control knob. Features ultra- high amplification, auto- 
matic volume control and noise clipping. 

• Instructions and photographs are supplied with each chassis 
for completing the walkie-talkie as illustrated. Accessories 
are not included but are available at low cost. 

FREE R.F. power indicator kit with each order. 
SEND YOUR ORDER TODAY. INCLUDE POSTAL MONEY ORDER 
FOR FAST DELIVERY. COD s REQUIRE SS.OO DEPOSIT. 
N. Y. City residents add sales tax. 

SPRINGFIELD ENTERPRISES 

Box S4 G 



Springfield Ga 



ens 13. N. 
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Among the Novice Hams 

(Confirmed from page 94) 

grounded (front) terminal of the socket. 
Now switch the transmitter to the "tune" 
position and set Cl to minimum capaci- 
tance. Tune your receiver until you hear 
the transmitter signal. 

On the 80-meter unit, if the signal ap- 
pears at a frequency of less than 4000 kc, 
remove turns from Ll, a half turn at a 
time, until the frequency is 4000 kc. Then 
tune the receiver to 3500 kc. and tune Cl 
to that frequency. Remove plates from the 
rotor of Cl , a plate at a time, until the VFO 
tunes to 3500 kc. with Cl at maximum 
capacitance. The 80-meter band should 
now be spread over the entire VFO dial. 

Make similar adjustments to the 40- 
meter unit, using the frequencies of 7300 
and 7000 kc. 

Be sure to mount the coil rigidly so that 
it cannot Hop around. If your transmitter 
is fairly old, it may be necessary to replace 
the original filter capacitors to obtain a T9 
note. After doing this, all reports with the 
VFO should be T9, stable, and chirp-free. 

The 80-meter unit works well on 80 and 
40 meters, and the 40-meter one works well 
on 40 and 20 meters. Higher frequency 
operation is unsatisfactory. 

These units have only been tested on the 
DX-20 transmitter, but they should work 
satisfactorily with other rigs, such as the 
DX-35 and DX-40, using similar oscillator 
| circuits. 

News and Views 

Dale Branser. KN0RPW, Winsted, Minn., 
I has operated on 80 and 40 meters in his six 
I months as a Novice, working 37 states and 
I Canada. Thirty- two of the states are con- 
firmed. Dale uses a National NC-98 receiver, a 
Heathkit DX-40 transmitter, and a dipole an- 
j tenna. Oh, yes, he is waiting for his General 

I to come (Mrs.) Lois Krebes, KN9MXA, 

6605 E. 4th, Gary, Ind., admits immediately 
that her father's encouragement (John, 
K91JW) was mainly responsible for her Nov- 
j ice license. Lois spent her first two months 
on 40 meters, working 41 states, 39 confirmed, 
I using a DX-35 transmitter feeding a folded 
dipole antenna. Then, the old and battered 
I Sky Champion receiver collapsed, and it took 
her dad five weeks to get it working. Lois 
I thereupon transferred operations to 15 meters, 
; where she added four more states, including 
; Alaska, plus Puerto Rico and many Canadians. 
She hopes to work the remaining four states 
before her Novice license runs out, by which 
time she will have her General — if she can 
screw up her courage to take the examination. 
Mike Stanley, KN8KWB, (17), Rt. 5, Fair- 
Always say you saw It in— POPULAR ELECTRONICS 
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mont, W. Va., stays out of the ham shack ex- 
cept on weekends — too much homework — but 
he has made 349 contacts in 29 states and 
Canada in six months on 40 meters. He just | 
got on 15 meters and has already worked six 
states there using a doublet 25' high. His 
40-meter antenna is 75' high! Mike's trans- 
mitter was built by K8ANZ, and uses a 6AG7 
to drive a 6146 at 50 watts. He receives with 
a Heathkit AR-3 with a QF-1 Q-Multiplier. 
Mike offers to help prospective Novices get 
their tickets; he reports that, within a mile 
of him, two fellows have just received their 
licenses, two are waiting, and seven more are 

studying for theirs Phil J. Hour us, 

WV2AXR, (15), 410 Edgar Road, Westfield, 
N. J., made 106 contacts in 18 states in 54 days 
on 40 meters. Then he discovered 15 meters 



ANNUAL HAMFEST 

The San Fernando Valley Radio Club, Inc. 
will hold its third Annual Hamfest and Picnic 
on Sunday, June 7, at the Victory-Van Owen 
Park, North Hollywood, Calif. For further 
information, contact Arnold Dahlman, W6UEI, 
14940 Hartland St., Van Nuys, Calif. 



and made ten contacts in six states in only 
three hours. Phil uses a DX-40, an AR-3 with 
Q-multiplier, and a 40-meter antenna. He of- 
fers to help "anybody with troubles." Phil has 
two pet peeves: those invisible QSL cards 
some hams send, and the fellow who sends 
faster than he knows how to send. 

Johnny Shinall. KN4BYK, (15) , 507 West Ave., 
Cartersville, Ga., is one of those rare Novices 
who operate all four Novice bands. On 2 me- 
ters, he runs 40 watts to a home-built trans- 
mitter, which feeds a 4-element beam. He 
receives with an RME 152 -A converter into 
his Hallicrafters SX-99 receiver. On the other 
Novice bands, he uses a DX-40 transmitter, 
a Johnson "Matchbox" (antenna coupler), 
SX-99 receiver, and both a ' trap" doublet 
antenna and a 15-meter dipole. Johnny has 
worked 30 states, Trinidad, and Canada. His 
favorite band is 80 meters, followed by 40 

meters David Ojima, KN7GQH, UG) , 

Rt. 4, Box 186, Port Orchard, Wash., started 
out running. In three weeks, he worked 36 
states, including Alaska, and four Canadians, 
all on 15 meters. He feeds his "one-element 
beam"' from a WRL Globe Chief 90A running 
75 watts, and he receives through a National 
NC-45. 

Douglas Willoughby, KN7GJX, (16), 730 S. 
Country Club Drive, Mesa, Ariz., worked three 
months on 80 meters with a 616- 6 W6 trans- 
mitter running 30 watts and feeding a V£ -wave 
"zepp" antenna, 25' high, and a ''surplus" 
BC-348Q receiver. Most of his 80-meter work 
is done around 3:00 a.m., MST, when the DX 
rolls- in. Doug has now added a Heathkit 
DX-20 transmitter and a Gonset Triband 
converter for his receiver. He has been giving 
15 meters a whirl for 40 contacts, all U.S. call 

areas, and 10 new states in five days 

Mike Young, K6MBV, 1336 Hermosa Drive, 
Pedro Valley, Calif., uses a 15 -watt transmit- 
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Greatest Savings 
and Precision Features 
all inclusive in this 
"QUALITY LINE"! 






TEST EQUIPMENT 

Compare all our features and you'll 
AGREE the name to buy is EMC 



Model 102 Volumeter 

Features a 3W, 2% accurate-800 micro- 
amperes D'arsorwal-type plastic front meter 
with 3 AC current ranges; and the same zero 
adjustment for both resistance ranges. Speci- 
fications ... AC Voltage-5 Ranges-. 0 to 
12-120-600-1200-3000 volts. DC Voltage-5 
Ranges: 0 to 6-60-300-600-3000 volts. AC 
Current-3 Ranges: 0 to 30-150-600ma. DC 
Current-4 Ranges: 0 to 6-30-130ma: 0 to 1.2 
amps. Two Resistance Ranges: 0 to 1000 
ohms, 0 to 1 megohms. Model 102, Wt. 1 lb. 
5 oz. Size: 33/4" x 6VV x 2". $14.90; Kit, 
$12,50. 




Model 205 Tube Tester 

Uses standard emission test. 
Tests all tubes including Noval 
and subminiatures. Completely 
flexible switching arrangement. 
Checks for shorts, leakages and 
opens. 

Model 205P, Hand rubbed oak 
carrying case, $47.50 (illus- 
trated); Kit, $36.20. Model CRA, 
Cathode ray tube adaptor. $4,50, 



Model 700 RF-AF-Crystal Marker TV Bar-Generator 

Complete coverage from 18 cycles to 108 megacycles on fun- 
damentals. Bar generator for TV adjustment with a variable 
number of bars available for horizontal or vertical alignment. 

Square wave generator to 20 kilo- 
cycles. Wien Bridge AF oscillator with 
sine wave output from 18 cycles to 
300 kilocycles. Crystal marker and 
amplitude control. Individually tuned 
coils. Constant RF output impedance. 
Stepped RF attenuator. Variable per- 
centage of modulation. 
Model 700 $55.90 




Yes, tell me more, send me FREE— a detailed 
catalog of the complete EMC line. pe-69 

NAME 

ADDRESS 



CITY 



STATE 



EMC 



Electronic Measurements Corp. 
625 B'way, New York 12, N. Y. 
Dept., 432 Greenwich St., New York 13, N. Y. 
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HELP US OBTAIN OUR HAM LICENSES 



K1/VV1 CALL AREA 

Richard Frohwirth. 35 Livingston St., Bridge- 
port 4, Conn. Phone: ED 9-7004. (Code) 

Robert Herrmann. 101 Nelson St.. West 
Springfield, Mass. Phone: RE 7-6831. (Code) 

Kenneth Johnson, 28 Dix St., Worcester 9, 
Mass. Phone: PL 3-2610. (Code and theory) 
I James McFall (13). 29 Rudolf St., Maiden 48, 
Mass. (Code, theory, and selection of equip- 
ment) 

K2/W2 CALL AREA 

Marcus Wilbiin, 993 Jefferson Ave., Brooklyn 
21, N. V. Phone: GL 2-0751. (Code, theory, reg- 
ulations and selection of equipment) 

Dan Handelsman (15), 811 Walton Ave., 
Bronx 51, N. Y. (Code and theory) 

Richard Horwitz (12). 8 Admiral Rd., Buffalo 
16, N. Y. Phone: EX 2928. (Code and theory) 

James E. Kearney (14). 1700 Met. Ave., Bronx 
62, N. Y. Phone: TA 2-4664. (General code and 
theory) 

Fred Broszeit, 344 No. Alleghany Ave., Lin- 
denhurst, N. Y. (Code and theory) 

Robert Pagan (17), 142-14 116th Ave., Ja- 
maica, N. Y. (Code, theory and regulations) 

Thomas Taormina, 14 Capitol PL, Hunting- 
ton Station, N. Y. (Code and theory) 

Bill Langer, 29 Larch Ave., Floral Park, N. Y. 
Phone: FL 4-5788. (Code and theory) 

Arnold Get/ (15), 320 Sterling St., Brooklyn 

25, N. Y. Phone: PR 3-1473. (Code and Tech- 
nician theory) 

Tom Collins, 300 Niagara Falls Blvd., Buffalo 

26, N. Y. (Code and theory) 

Steven Stier (13). 121 Morse Ave., Bloomfield, 
N. J. Phone: PI 8-8021. (Code, theory and reg- 
ulations) 

Vernon Allen, 69 Lakeview Dr., Patchoguc, 
N. Y. (Code and selection of equipment) 

Alex Teplitz, 73 West St., Spring Valley, N. Y. 
(Code and theory) 

Kim Boriskin, 868 E. 7th St., Brooklyn 30, 
N. Y. (Technician code) 

K3/VV3 CALL AREA 

Hewitt Lines (13), 8603 Howell Rd., Bethesda 
14, Md. (Code, theory and regulations) 

George S. Keener, R. #2, Hagerstown, Md. 
(Code, theory and selection of equipment) 

Cliff Atkinson, Box 411. R. #2, Gibsonia, Pa. 
(Code, theory and selection of equipment) 

Jon Pavlakovich, R. #1, Beaver Grade Rd., 
Coraopolis, Pa. (Code, theory, regulations and 
selection of equipment) 

Ronald C. Reynolds, R. #2, Box 139. Mt. 
Pleasant, Pa. (Code, theory and regulations) 

K4/W4 CALL AREA 

Charles Joines, box 306, Sparta, N. C. Phone: 
214. (Code) 

Harvey Dawkins (15), 2214 Marshall Ave., 
Newport News, Va. Phone: CH 7-3114. (Code 
and theory) 

K6/W6 CALL AREA 

Frederick R. Washburn, 1001 E. Chestnut 
Ave., Santa Ana, Calif. (Code, theory and se- 
lection of equipment) 

George von Gaertner, 7951 Stewart Ave., Los 
Angeles 45, Calif. Phone: OR 8-0713. (Code, 
theory and regulations) 

Myron Johnson, 507 D Ave., Coronado, Calif. 
(Code and theory) 

Bill Robbins, 15929 Dalmatian Ave., La Mira- 
da, Calif. Phone: LA 1-3379. (Code and theory) 

Lonnie Thomas (14), 11551 Venice Blvd., Los 
Angeles 66, Calif. (Code) 

Bob Audell (14), 1C36 West 248th St., Harbor 
City, Calif. Phone: DA 6-5589. (Code) 

Darryl .V Jeffrey Sue, 3771 Westside Ave., Los 
Angeles 18, Calif. (Code, theory and regula- 
tions) 



Frank Basile, 1176 I St. Ext., Petaluma, Calif. 
Phone: PO 2-8114. (Code, theory and regula- 
tions) 

Louis Encinger, 622 43rd Ave., San Francisco, 
Calif. (Code, theory and selection of equip- 
ment) 



K7/W7 CALL AREA 

Ray Myers, 144 S. E. Main St., Roseburg, 
Ore. (Theory and selection of equipment) 

David McMullen, 1600 Franklin St., Lebanon, 
Ore. (Code and theory) 

K8/W8 CALL AREA 

Samuel Flanagan, 1556 W. Chicago Blvd., De- 
troit 6, Mich. (General code and theory) 

Richard Samuels, 43 Meadowbrook Ave., 
Youngstown 12, Ohio. (Code) 

David Schrock (13). West Barre Rd., Arch- 
bold, Ohio. (Code, theory and selection of 
equipment) 

Dan Wilt, 354 E. Park Ave., Burberton, Ohio. 
(Code) 

Paul Brown, 2921 Page Ave., Jackson, Mich. 
(Code and theory) 

Bobby Scherzer (15), R. R. #1, Hemlock, 
Mich. (Code and theory) 

Bill Odebrecht, R. Ft. #4, South Haven, Mich. 
(Code and theory) 

Larry McGrath (19), 318 N. Wooster Ave., 
Strasburg, Ohio. Phone: 5181. (Code, theory, 
regulations and selection of equipment) 

Byron Brown, 501 Byron St., Plymouth, Mich. 
(Code, theory and selection ol equipment) 

Ron Murray (15), 9413 N. Saginaw St., Mt. 
Morris, Mich. (Code, theory and regulations) 

K9/W9 CALL AREA 

Bob Thomas, 121 Edds Ave., Pekin, 111. (Code, 
theory and selection of equipment) 

Jim Young, Box 381, Hennepin, 111. (Code, 
theory and selection of equipment) 

Dennis J as in ski, 1933 W. Fairmount, Milwau- 
kee 9, Wis. Phone: CO 4-5691. (Code and 
theory) 

Charles Sommers, 324 Center St., Kewaunee, 
Wis. (Code and selection ol equipment) 

Larry Moreland (15). 1505 So. Maple St., 
Marion, Ind. (Code, theory and selection of 
equipment) 

David Leonard (14), 5304 E. Raymond St., 
Indianapolis 3, Ind. Phone: FL 9-3612. (Code, 
theory, regulations and selection ol equip- 
ment) 

KO/Wj) CALL AREA 

Ronald Stordahl, Box 126, Thief River Falls, 
Minn. Phone: MU 1-2693. (Code, theory and 
regulations) 

Thomas J. Lambert, 1021 N. Carroll St., Car- 
roll, Iowa. (Code and theory) 

Lowell & Ray Johnson, 2017 E. 31st St. N., 
Sioux Falls, S. D. (Code, theory and regula- 
tions) 

Neil Berglund, 4009 N. 8lst Ave., W., Procton 
10, Minn, (Code, theory and selection of equip- 
ment) 

VE AND OTHERS 

Tony Lewis (15), Box 22, Mono Rd., Ontario, 
Canada. Phone: BO 285-W-4. (Theory and 
regulations) 

Barry Levy, 89 Neptune Dr., Toronto 19, Out., 
Canada. (Code, theory and selection of equip- 
ment) 

Henry J. Ruhl, McCord, Sask., Canada. (Code,* = 
theory, regulations and selection of equip- 
ment) 

Louis A. Lavoie, Hydro Quebec Stores Dept. 
Labrieville South, Cte. Saguenay, Que.. Can- 
ada. (Code, theory and selection of equipment) 

Jose A. del Rosario, 1126 Vallejo St., Rio Ped- 
ras, P. R. (Code and theory) 
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ter, a 40-meter dipole, and a Hallicrafters 
S-38D receiver. In 10 months as a Novice, 
Mike worked 41 states, with 39 confirmed, and 
three foreign countries. He gets a bit upset 
when he calls *'CQ DX" and a ham in a neigh- 
boring state answers him. 

John P. Chihorek, KN3GHI, 62 South Main 
St., Ashley, Pa., expects to have his General 
by the time this is published, and he offers to 
help prospective amateurs. John's Novice rec- 
ord to date is 43 states and nine countries. 
He rates Yugoslavia as his best DX. The roof 
of his ham shack keeps the rain off a Heath- 
kit DX-35 transmitter and a Hallicrafters 
SX-99 receiver. Hanging majestically above 
the shack is a 40-meter dipole. . . . For those 
of you who think that it takes a beam and 
high power to work a lot of DX, Tom Gabbert, 
K6INI, has worked over 100 countries using a 
Gotham V-80 vertical antenna and 65 watts 

of power Dick Abbot, WV2AFQ, (13), 

952 Downey Road, Valley Stream, N. Y., has 
worked 100 countries less than K6INI, but he 
is just as proud of his record of 15 states, all 
confirmed, worked on 80 meters. Dick feeds 
a long-wire antenna with a DX-40 transmit- 
ter, and he receives with a National SW-54 
receiver. 

Next month I hope to be able to include 
your News and Views on these pages; so write 
that letter, and enclose a picture of yourself 
and your station if you have one. 73, 

Herb, W9EGQ 

▲▲▲▲▲▲▲▲▲▲▲▲▲AAAAAAAAAAAAAAAAA 

Short-Wave Report 

(Continued from page 106) 

The following is a resume of the latest re- 
ports. All times are Eastern Standard and 
the 24 -hour system is used. At time of com- 
pilation, all reports are correct. Stations often 
change frequencies and/or schedules with lit- 
tle or no advance notice. 

Albania — R. Tirana, 6900 kc, has changed 
the Eng. xmsn and is now heard at 1730-1700, 
parallel with 7850 kc. Both channels have 
3-kw. power. (DL, 541) 

Belgian Congo — R. Congo Beige, OTM2, 
Leopoldville, 9380 kc, is heard well at 0000- 
0130 with music programs and ID every half 
hour. The s/on at 0000 features a unique IS 
played on a hollow log drum. (TP, 442, 584) 

Dominican Republic— HIN, Ciudad Trujillo, 
is the correct call for the station on 3310 kc, 
instead of HIL. It is heard at 1900-2305 irreg- 
ularly. (100) 

Ecuador — Radio Popular Independiente, 
Cuenca, 5060 kc, is a new station noted at 
1900-2330. (100) 

HCJA5, R. Atenas, Jipijapa, 3990 kc, was 
heard on 0012 with Spanish songs and talks 
but it was heavily QRM'ed by amateur sta- 
tions. (477) 

Ethiopia — Voice of Ethiopia, Addis Ababa, 
15,345 kc, has been noted at 1315-1322 with 
Eng. news; it closes at 1420 with native music 
and announcement and Eng. ID. Another 
Eng. period is heard from 1530 to 1600/close. 
(61, 420) 

Formosa — The Voice of Free China carries 
Eng. from Taipei at 2030-2045 to N.A. and Ha- 
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prepare for your career in 

ELECTRONICS 

ELECTRICAL 

ENGINEERING 

RADIO-TV 1(1 
COMPUTERS 



At MSOE, you can equip 
yourself for a career in many 
exciting, growing fields: 
MISSILES • RADAR ■ AVIONICS 
AUTOMATION • RESEARCH 
DEVELOPMENT • ELECTRICAL 
POWER • ROCKETRY 

When you graduate from 
the Milwaukee School of 
Engineering, you are pre- 
pared for a dynamic career 
as an Electrical Engineer 
or Engineering Technician. 
Under a faculty of specialists, 
you gain a sound technical 
education in modern, com- 
pletely equipped laboratories 
and classrooms. As a result, 
MSOE graduates are in 
great demand and highly 
accepted by industries 
nationally. 

At MSOE, you will 
meet men from all walks 
of life and all parts of the 
country — some fresh out 
of high school or prep school, 
others in their twenties — 
veterans and non-veterans. 

You can start school in any one of four 
quarters and begin specializing immedi- 
ately. Engineering technicians graduate in 
2 years with an Associate in Applied Science 
degree. For a Bachelor of Science degree 
in Engineering, you attend 4 years. A 
3-month preparatory course also is available. 

FREE CAREER BOOKLET! 

If you're interested in any phase of elec- 
jfrf, i*-* ' tronics, radio or television, be sure to 
-£[*M look into the programs of study offered 
<J& I by the Milwaukee School of Engineer- 

ing. Just mail the coupon. 



MILWAUKEE SCHOOL 
OF ENGINEERING 

Dept. PE 659 1025 N. Milwaukee St. 
Milwaukee, Wisconsin 

Please send FREE Career Booklet. I'm interested in 
Q Electronics Q Electrical Power Q Television 
Q Mechanical Engineering Q Radio Q Computers 
□ Electrical Engineering □ Industrial Electronics 

PLEASE PRINT 

Name 

Address 

City Zone State 

□ I'm eligible for veterans education benefits 

MS-12S 



Age 
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jii.fi STEREO < 



UAUTY BUY 



KITS 
and 
WIRED 



ARRAY CS-2S 
r^l STEREO AMP/PRE-AMP 
.f* » " |^'J COMPLETE CONTROL CENTER 

— •• Fu " 28 watts stereo or monaural, 

60 watts peak . 14 watts each 
channel • reverse stereo • balance control • two-channel gain 
control • full range bass and treble controls • IM distortion, 4 
to 1 • harmonic distortion, l% 30-20,000 cps . dual pre-amp 2V 
output jacKs • speaker outputs, 4, 8, 16, 32 ohms • response, 
20-20,000 cps • push-pull EL84 Williamson circuit. ^ 

Wired and tested $99.95 Easy-to-build Kit $64^ 

ARKAY ST- 11 
AM-FM 

STEREO TUNER 

Separate AM and FM tuning with drift-free sta- 
bility • variable FM-AFC • 4 uV for 20 db quieting 
in FM channel • wide band AM IF s • whistle filter 
• cathode follower outputs • level controls. 

Wired and tested $74.50 Easy-to-build Kit 

$ 49 95 





ARRAY SPA-55 55 watt - STEREO AMP 

wired and tested S79.9S Easy-to-build Kit $64^* 



ARK AY CS-12 
STEREO PRE-AMP 
AND AMP 

12 watts of clean power. 
Operates from ceramic 
or crystal cartridge, 
tape, tuners, auxiliary 
equipment. t«iC95 
£aiy-to-bultd Kit J 



See and hear completely wired ARKAY Kits at your dealer. 
Write for detailed specifications & catalog. Dept. PE 







|4 88 06 Van Wyck Expressway 




fj Richmond Hill 18. N.Y. 



NEW MAGIC RADIO WALKIE TALKIE ! 



\ 



YOUR OWN POCKET SIZE RADIO STATION! 

BROADCASTS TO ANY HOME OK CAU KAl>IO WITHOUT 

wiuKS OH HOOKUi's: wt. only r> oz. Size only 1 1/2 "x'j yfe "x 
4i-i>". ituili-ln lelcscopifiK antenna. Powerful Tran- 
sistor — scMisitivo microphone, fretiuoncy setter. 
b:ik-ln switch! Runs tur weeks on self-eon- 
lined (lashllRlit lotteries. Durable nlnstic ease. 
Vith this K.tIIo Talkie \ou CAN TALK TO YOUlt 
KH1KNUS Ul> TO A HI OCK OK MOKR AWAY! 
Talk between two automobiles. — INSTANT 
oPI^KATION. Just push button to talk! No 
license neetleil. Uses inductive held m;m- 
nelic radiation. Useful and real fun in a 
million ways! GUARANTRK0 TO WORK. 
1 VEAIt SERVICE OUAItANTEE. 

SEND ONLY S3.00 ggb£- W!iff*<S& 

^ postage or send $12.£H> for prepaid delivery. 

COMH.ETE READY TO OJ'r.RATli with instruc- 
tions and hundreds of ways and tricks for broad- 
Casts thru any radio you desire. Get vour NEW 
PbWKIil'UL UAUI-VOX RADIO TALK I K NOW. 
Available only from- WESTERN RADIO, Dept. REL- 6. Kearney, Nebr. 




ENGINEERING 
DEGREE IN 
27 MONTHS 



B.S. degree (27 mo.): Aero., Chem., 
Civil, Elec. Mech. & Electronics. 
B.E. (36 mo ): Aero.. Chem.. Civil. 
Blue. Mech.. Metallurgical. B.S. 
(36 mo.): Math.. Chem.. rtiysirft. 
Preparatory courses. Demand for 
graduates. Campus. 20 bldgs.: 
dorms, gym. Low rate. Lain board. 
G.I. appr. Enter .June. Sept., 
Dec. March. Catalog. 

2369 E Washington Blvd., 
Fort Wayne 2, Ind. 

Keeping pace with progress 



INDIANA TECHNICAL COLLEGE 



GET 
INTO 



ELECTRONICS 

V.T.I, training leads to success as technicians, field engineers, 
specialists in communications, guided missiles, computers, radar, 
automation. Hasic & advanced courses in theory & laboratory. 
Assoc. degree in 29 mos. B. S. obtainable. ECPD accredited. G.I. 
approved. Graduates with major companies. Start Sept., Teh. 
Dorms, campus. H. S. graduates or equivalent. Catalog. 

VALPARAISO TECHNICAL INSTITUTE 

Dept. PE VALPARAISO, INDIANA 
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waii; at 0505-0550 in General Overseas trans- 
mission; and at 0730-0830 to S.E. Asia on 
BED7, 7230 kc.. BEDfi. 815 kc., BED66, 9575 
kc, and BED57. 15,345 kc. All reports go to 
New Park, Taipei, Formosa, (JT, PV) 

French Equatorial Africa — On the Radio 
Australia DX Program it was reported that 
Radio AEF will answer quickly if two IRC's 
are sent with each report. The new schedule 
reads: 0030-0130, 0630-0730. and 1130-1600 on 
7295 and 4795 kc, with each xmtr rated at 
4 kw. A 50-kw. xmtr is used at 1200-1400 on 
9625 kc. (377) 

Germany — Regional stations noted include 
Bayerischer Rundfunk, Munich, 6085 kc, 10 
kw., at 1900-2100 (although it is a 24-hour 
station) , and Norddeutscher Rundfunk, Ham- 
burg, 6075 kc, 20 kw., at 1800 with German 
news and classical music, and at 0000-0100 in 
German with some English included. UID 
HP, 501, 562) 

Ghana — Contrary to some reports. R. Ghana, 
Accra, is being heard clearly on 3366 kc at 
0100-0115 with home news, and at 0115-0125 
with "Radio Newsreel." (587) 

Greece — Forces Broadcasting Station, Trip- 
olis, 6003 kc, is weak to fair at 0030 with a 
Greek news relay from Athens which is fol- 
lowed by vocals in Greek. The Kozanzi outlet 
on 7950 kc is fair from 0000 in native lan- 
guage. A reported 9950 -kc. listing in some 
quarters is in error. (166) 

Indonesia — YDG, Surakarta, 3305 kc, has 
been logged from 0215 to 0231 s/off with Far 
Eastern instrumental music The xmsn ended 
abruptly at 0231. (61) 

Italian Somali land— Mogadiscio, 7070 kc, 
was noted during the 0430-0500 xmsn in So- 
mali. Italian is scheduled at 0500-0545 al- 
though some Italian was noted before that 
time. You'll have to dig pretty deep for this 
one! (61) 

Japan— Radio Japan has begun service to 
Central and South America in Spanish and 
Japanese from 2200 to 2300 on JOA24, 17,855 
kc, and JOB21, 15,325 kc Another Latin 
American period is noted on 11,705 and 9525 
kc. at 0400-0420 (Spanish), 0420-0440 (Portu- 
guese), and 0440-0500 (Japanese). (PV, 149) 
Luxembourg — R- Luxembourg is noted on 
6090 kc with pop music and records at 1300- 
1900. Weekdays they present a religious serv- 
ice at 1800-1830. (AR) 

New Zealand— fi. New Zealand, Wellington, 
has been heard on 15,280 kc, ZL4, at 2145-2300 
with music and 'soap-operas'; on 15,220 kc, 
ZL10, from 1730 s/on to 1745 with news in 
native language and music; and on 9540 kc, 
ZL2, at 0230 with news, at 0240 with sports, 
and music following at 0245. (BG, JM, LP) 

Peru— OAX8E, R. Loreto, Iquitos, 9590 kc, 
is heard well at times with American pop 
records to 1930, hymns to 1945, native music 
to 2000. and all announcements in Spanish. 
(RS, 557) 

Portugal — Emissora Nacional, Lisbon, con- 
tinues to be heard well in the English xmsn 
to South Africa at 1215-1300 on CSA66, 17,895 
kc, with news at 1230. (501) 

The 15,100- and 15,125-kc. channels are also 
at strong level with musical programs from 
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1700 and earlier to past 1730. The ID is pre- 
ceded by a gong. ( BG) 

Portuguese India (Goal— Radio Goa, 6025 
kc., has been tuned at 0615-0630 with Oriental 
songs and music. The 0630 ID is followed by 
an English talk to 0640. (226) 

Reunion — St. Denis, 3385 kc., was noted at 
0315 with European instrumental music 
and French anmts to 0330: French news was 
read until 0344. Following the ID, a talk in 
French was noted to 0400, at which time the 
station faded. This is another rare catch that 
may require a lot of patience. (61) 

Rhodesia and Nyasaland — A station with 
the ID of Federal Broadcasting Corp. was 
logged at 0355 with European music to 0359. 
English anmts and the ID at 0400 were fol- 
lowed by an English newscast. This may be 
Salisbury on 3395 kc. (61) (Editor's Note: 
Salisbury has English scheduled at 0200-tH00 
and at 1000-1530 weekdays, at 0800-1630 Sat- 
urdays, at 0300-0700, 1000-1500 Sundays.) 

Saudi-Arabia — A verification dated January 
1959 gives this schedule: at 1200-1410 on 6100 
kc. and at 2230-2345 and 0600-0820 on 11,850 
kc. (226) 

Sierra l.eone — Freetown Calling, 3316 kc, 
signs on at 0200 with news from London, 
talks, and religious program. This is followed 
at 0230 in native language. (541, 562) 

South Africa — Springbok Radio, 9720 kc, is 
often noted from 0000 to 0100 s/ofT with pop 
music, many commercials, and a newscast at 
0030. This is an all -English show. (584) 

South Korea — Voice of Free Korea, Seoul, 



SHORT-WAVE ABBREVIATIONS 

anmt Announcement 

Knu. KiikIWi 

Jl) Identification 

II\C International Reply Coupon 

IS Interval signal 

kc- kilocycles 

k\v. — kilowatts 

N. A. —North America Cn) 

QRM St a lion interference 

K. Radio 

s/off Sign -off 

s/on Sign -on 

xmsn Transmission from stfilion 
xmlr Transmitter used by station 



carries English to N.A. at 0030-0100 on 11,925 
and 15,410 kc, to Hawaii at 0230-0300 on 
11.925 kc. to South Asia at 0900-0930 on 9640 
and 15,410 kc, and on the General Overseas 
program at 0530-0600 on 7935 and 9640 kc 
(BG, PV, 364, 501, 584) 

Surinam — A station called Radio Nickerie is 
reported to be operating from the Nickerie 
district of Surinam over 3240 kc. at 1630-2100. 
Has anyone heard it? (477) 

Sweden — Radio Sweden's latest schedule 
reads: to Western N.A. at 2130-2245 on 11.810 
kc: to South America at 1800-1930 on 11,705 
and 15,240 kc; and to S.E. Asia at 0945-1100 
and the Far East at 0730-0845 on 15,240 and 
17, 840 kc. Other transmission periods remain 
unchanged. (477) 

Switzerland— The International Evangelical 
Radio Station will be on the air soon in 22 
languages including English, Swedish, French, 
German, Spanish, and Portuguese at 0130- 



for FUN, BUSINESS, SPORTS, INDUSTRY, BOATING, AUTOMOBILE 

*. new Citizens Broadcaster 



COMPLETE 11 METER 
TRANSCEIVER 

NO EXAMINATION 
REQUIRED / 

May Be Used 
by Anyone! 



* Universal iteration. One unit works on II5V AC or 12V mobile. 
Operates in Hume, Office. Car or Field. No te>ls or examinations 
required. Any i-ilizen over 18 years of age mav use any of the 
FCC-ausiKned 22 channels in the 27mc range (11 meters) for trans- 
mitting and receiving. 




push-to-talk operation fo 



★ 10 Tube Keeeiver/Transmitter is crystal controlled f<.r stable opera- 
tion. With proper crystals, all channel* are covered. Tested pairs 
available for any channel. 

* EXCLUSIVE! Channel switch allows choice of three channels for * Tower Input: — 5 watts. AM modulated. Compact: onlv 

- Receiver and broadcaster units are tuned to same channel 3^x13x10'/-". Light weight. 9 lbs. Meets all FCC requirements. ' 

* Modern "living room" design. Carrying handle alsci acts as tilt 

* Operation extremely easy; only three controls; Channel. Squelch viand for fKed operation or mounting bracket for permanent In- 
and On/Off /Volume. Squelch control subdues background noise spallation, making the Broadcaster extremely versatile. 



mullaneously. 



COMPLETE WITH CRYSTALS PLEASE RUSH NEW BROCHURE ON THE GLOBE 

FOR ONE CHANNEL AND I CITIZENS BROADCASTER TO 
PUSH-TO-TALK MICROPHONE I 

* NAME: 

Only $1*7095 I 

U ^L^W ADDRESS: _ 



PEG 



$1300 D0WN 
June, 1959 



OUOi Mosr MM0N*lfi'«O UfCTRONic iurri* hOUVI 



ClTr & STATE : 



[□ SEND FREE CATALOG, TOO 



ffifCfUOlHtl 



LABORATORIES 

PH 2 0277 



■■hrllrii«ni3 



J4IS W BROADWAY COUNCIL. BLUFFS IOWA 
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"The Capri Dual" 
STEREO AMPLIFIER & PREAMP 

ONLY 

$37.50 

(postpaid) 
(Calif, residents 
add 4% tax) 

At last! A FULL, HIGH FIDELITY, STEREO Power Amplifier 
and Pre amplifier, with performance seldom found at this 
low price. Provides rich, full range sound from 20 to 
20,000 cycles with full 10 watts output power. Variable 
frequency response on both channels allows compensation 
for all records. Ultra modern styling. 




CAPRI ELECTRONICS 

Division of J & J Machine Co. 
823 E. Jefferson Blvd. 



Order from 
this ad. 

Los Angeles 1 1, Calif. 



LEARN 

RADAR MICROWAVES 
COMPUTERS 
TRANSMITTERS 
CODE • TV • RADIO 

Phila. Wireless Technical Institute 
1533 Pine St. Philadelphia 2, Pertno 

A Non-Profit Corp. Founded in 1908 
Write for free Cato/og to Dept. P-6S9 



MOBILE-FIXED CONVERTER 

POLICE • FIRE • CITIZENS' BAND 

#31 5A is a practical converter for emergency use. 
luisily installed. Tuning range a Ubmxi mutely S 
All' in the 26 r»(« MC !>an<l 15 MC in Hi*- 152-162 
MC bund. Designed for mobile or liume use. 

S I 3.95 

Available crystal controlled uh to 54 Mt\ 

S I 8.95 

Also available crystal controlled up to 1 (SH MC. 

S22.50 

ORDER TODAY or WRITE for LITERATURE 



KUHN ELECTRONICS 

GLEN WOOD CINCINNATI 17. OHIO 





! Works on 80 



antenna < 

Novice) amsiteur r.iilio-btitulB— also Aircriitt and overgeus broiKl- 

). POKTARi.r-: self-contained POWERED WITH STAND- 
ABLE RADIO BATTERIES. NO AC PLUG-INS NEEDED! 
von every «■ here you bo — on trips. v:icntioiie. camping — Keep in 
home, friends. Bus 5 w«tt crvntul controlled transmitter— Sensi- 
v- Uogc-ner itivo Receiver. Send-Keceive switch. Wt., 
nlv 3U>*. ^i,:e, onl v «*x4'x4'. TESl ED— PKOVEN — 
IMPLIFIED— PRACTICAL— Full information giv- 
get licence. 

bill. ck. mo) and pay postman 

# v _..w $12.95 COD postage 

or sent! tU.WS for postpaid deli 

rtritctiojis. '(Set, of bnttern-s *3.98; rryntnl $1.98). COM 
PLE 1 ELY WIKLD AN D TKSTED POST PA I I)S1'J.&5 
A regular $49.95 value Order no« before price goe B up 
QL' A It A STEED — AVAILABLE ONLY FBO.M: 
WESTERN RADIO. Dept. BNE-6. Kearney. Nebr 



SEND ONLY SIC 



2 WAY PORTABLE RADIO SET 



SENDS— RECEIVES UP TO 10 MILES AS SHOWN 



1900 on medium and short waves. Further 
details are requested. (501) 

United Stales — The Voice of America ama- 
teur program is now a weekly part of the 
"Report From the United States." Conducted 
by Bill Leonard, it contains news of interest 
to hams and short-wave listeners, propaga- 
tion reports, and other features. It is broad- 
cast on Sundays as follows: at 0115-0130 on 
15,165, 15,210, 11,970, 11,960, 11,810, 11,785, 9740, 
9700, 9585, 9530. 7205, and 6140 kc; at 0215- 
0230 on 17,845, 15,380, 15,295, 15,210, 11,810, and 
9700 kc, at 0715-0730 on 25.950. 25,880, 21,735, 
21,445, 17,795, 15,330, 11,875, 11,790, 11,775. 9745, 
9650. 9515, 7160, 7110, 6145, and 6020 kc; at 
1215, 1230 on 21,610, 21,500, 21,455, 17,740, 
15.210, 15,200. 11.875, 11,760, 9615, 9520, 7110 
G140, and 3980 kc; and at 1815-1830 on 25,630, 



SHORT-WAVE CONTRIBUTORS 

John Brunst (JB) Jacksonville, Fla.. WPE4BQ 
Harry Deitz UW). Queens Village, N. Y .. WPE2UM 
Bradley Graham (BG), Fayerweather Island, Conn., 
WPE1KJ 

Dominic I.orenzini (DL), Landisville. \. J 
WPE2UN 

Jim Maynard (JM), Lexington, Kw. WVE-lb : Y 
Allan Rothschild (l<0), Rockaway Park, N. Y„ 
WPE2UO 

Heino Piste! (HP). Wavnesboto, Va.. WPE4MM 
Larry I'eterson (LP), Santa Rosa, Calif., WPE6CP 
Tom Prosser (TP), Winslow, Ariz.. WPE7DD 
Adrian Rose (.1/?), London. England. G2PE3S 
Robert Salamack (KS), Amsterdam, V V., WPE2TK 
John Tracy (JT), Cheyenne, Wyo., WPE7CI 
Pedro Vasquez, S/Sgt, (PV) , Laredo, Texas, 
WPESEK 

John Heaver (61). Canon City, Colo., WPE0AE 
Roger Legge (100). McLean. Va.. WPE4F1 
J. Art Russell (14V), San Diego, Calif.. WPE6EZ 
(Wge Cox (166), New Castle, Del.. WPE3SF 
William Ling (226), New Orleans, La., W PES AG 
Chris Pamaiaiiis (364), Chicago. 111., WPEOKb 
Ken Boord (377), Morgan! own, W. Va., WPESGB 
A. K. Xiblack (420). Vincennes. lnd., WPE9KM 
Werner Howald (442), Los Angeles. Calif.. WPE6FA 
ferry Berg (477), West Hartford, Conn.. WPElBM 
Paul Buer (S01), Harrison. N. Y.. WPE2VP 
Alan Rolh (541), Bridgeport, Conn.. WPE1BY 
Pete Kavaleski (SS7). Hancock. Mich., WPESKl 
Tom Miller (562). Dexter, Mo.. WPE0GG 
Dennv Reeves (584) Peoria, III., WPE9KL 
Dick Schreiber (557), Wheat kidge. Colo., WPE0EH 
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21,740, 17,880, 17,830, 17,770, 15,340, 15,275, 
15,210, 15,200, 15,150, 11,900, 11,895, 11,875, 
11,790, 9615, and 7160 kc. For a special veri- 
fication card for this program, send your 
reports to Amateur Radio, Box 922, Washing- 
ton 4, D. C. (501) 

USSR — Regional outlets heard recently in- 
clude Stalinabad, Tadzhik, on 4635 kc.at 1840; 
ID at 1900; around 2000 the signal equals the 
strength of the Ecuadorian on the same fre- 
quency. Vladivostock, Siberia, 5015 kc, is 
heard at 0505 with native music and language; 
the 4040 -kc channel is still on after 1700. 
Ulan Ude, Siberia, 6135 kc, is heard weakly 
from 1727 s/on with a musical number. No- 
vosibirsk, Siberia, s/on 1800 with native news; 
exercises at 1930 with piano. (166) 

Tashkent, Uzbek, is often found on 11,690 
and 7100 kc around 0700-0800 with English 
to South Asia. (RO) 

Clandestine — Radio Rebelde, formerly R. Li- 
beration, Honduras outlaw station, is now 
heard on 5910 kc irregularly at 1900-2300. 
UB, 100) HSH 
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KIT BUILDERS EVERYWHERE ASKED FOR IT! 

Completely new edition of 

ELECTRONIC KITS on sale 
at newsstands now. . . 
or use coupon below! 





over 16C pages-600 illustrations 



Because of the wide popularity of its first Annual on kit 
construction, Ziff-Davis now oilers this exciting 2nd Edi- 
tion of Electronic Kits! This brand-new sequel will save 
you money on hi-fi, ham radio, other electronics devices 
by showing you how to use easy-to-assemble kits! What's 
more, Electronic Kits— 2nd Edition features a big up-to- 
date directory of available kits, complete with specifica- 
tions, prices, and manufacturers' names! 
Be sure to pick up the exciting new Electronic Kits— 2nd 
Edition today at your newsstand— or send for a copy, using 
the handy coupon below. Only $1.00, it's a terrific buy! 



HOW TO BUILD A KIT — Learn 
what's involved in building a 
kit, and pick up tips on good 
construction practices. 

KIT CONSTRUCTION CHECK LIST — 

Here's a summary of important 
steps in assembling a kit, en- 
abling you to get it right the 
first time. 

HOW NOT TO MAKE MISTAKES — 

Pick up tricks to simplify work 
and reduce the chance of error. 
WORKING WITH WIRE— For rapid 
assembly and reliable opera- 



tion, you should know how to 
handle various types of wire. 
You'll find out here. 
FOR YOUR HI-FI — How to con- 
struct a Stereo Preamplifier • 
Stereo Adapter • Tape Recorder 

• Turntable • AM-FM Tuner • 
Book Shelf Speaker Enclosure 

• Integrated Stereo Amplifier 

• Monaural Amplifier • Record 
Changer • Tone Arm • Speaker 
Enclosure. 

FOR YOUR SHOP— How to build a 
Vacuum Tube Volt Meter • Sig- 



nal Generator • Oscilloscope • 
Tube Tester • Multitester • Tran- 
sistor Tester. 

FOR YOUR HAM SHACK — Trans- 
mitter • Receiver • Grid-dip 
Meter • Modulator • Single-side- 
band Converter • Mobile Trans- 
mitter. 

FOR YOUR HOME — Table Radio 
• Transistor Pocket Radio • Jun- 
ior Electronics Experimenter's 
Kit • Clock Radio • Radio Con- 
trol Transmitter. 



PICK UP YOUR COPY OF ELEC- 
TRONIC KITS-2nd EDITION 
TODAY AT YOUR NEWSSTAND 
OR RADIO PARTS STORE - OR 
ORDER BY MAIL USING THIS 
HANDY COUPON. 




Ziff-Davis Publishing Company 
Department E6/9 
434 South Wabash Avenue 
Chicago 5, Illinois 

Please send me a copy of the new ELECTRONIC 
KITS — 2nd Edition. I enclose $1.00, the cost of 
this Annual, plus 10c to cover mailing and han- 
dling charges. (Canada and Foreign, $1.25 plus 
10c postnge). 



Name. 



Address 

City zone 



State. . 



June, I959 
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Antenna Load Box (Lewis) 70 May 

Bandspread {Kneitel) 93 Apr., 85 May 

Cascode R.F. Unit, How to Build a (Smith). . 84 Feb. 

Citizens Band Radio (Mandala) 59 Mar. 

Crystal Oscillator Circuits (Freeland) 76 May 

DX at Night. Hunt tor (Orr) 50 Feb. 

DX'ing with Your TV Set (Coro) 78 Apr. 

Hams Go Video (Zuckerman) 41 June 

Log All Continents on the Broadcast Band 

(Kippel) 57 J une 

Modular 6-Meter Station. Build a (Stoner) , , . 93 May 

Novices— Let's Go General (Cross) 63 M ar. 

Short-Wave Listeners' Guide (Kneitel) . .. 59 reb. 

Short-Wave Monitor Registration 

85 Mar.. 110 Apr., 105 May, 87 June 

Signal Generator. Transistor (Greene) 81 Jan. 

Signal Peaker, Build This (Turner) 81 reb. 

Space Spanner Pulls in 16.000-Mile DX 

(Stoner) 65 reb. 

Transceiver, Build Citizens Band (Stoner) ... 48 June 
Transmitter, "Nifty Novice" 15-Meter g? ^ 

VHF^Aero? Phone DX'ers ' Future (Kneitel) ... 39 Jan. 
Vertical Makes a Comeback (StVrain) 73 Mar. 



CONSTRUCTION PROJECTS 

Amplifier, Phono Motor Powers (Barnes)... 38 Jan. 
Amplifier, Transformerless Transistor 

(Trauffer) 51 Feb. 

Antenna Load Box (Lewis) 70 May 

Black Box That Hears Missiles (Welch) 102 Apr. 

Cascode R.F. Unit (Smith) 84 Feb. 

Checker. Multi-Purpose (Shipe) 65 Mar. 

Crystal Receiver, Glass-Jar (Trauffer) 76 Mar. 

Damping Factor, Check Your (Fred) 77 May 

Dice, Eight-Sided (Glickstein) 95 Apr. 

Generator, "Q-Square" Transistor (Revzin) . 61 June 

Metal Detector, Transistorized (Graf) 83 June 

Microphone Mixer, One-Transistor (Cohen). . . 57 Mar. 

Modular 6-Meter Station (Stoner) 93 May 

Photoprint Meter, Inexpensive (Wesenfeld) . . 62 Mar. 

Preamplifier, Transistor Microphone (Chapel) 64 Feb. 

Receiver, Pocket FM (Cohen) 36 Jan. 

Regenerative Receiver, Transistorized 

(Pugh) 79 Apr- 
Robot Pup, SPARKY (Conclusion) (Welker). . 59 Jan. 

Signal Generator, Transistor (Greene) 81 Jan. 

Signal Injector. FM (Herbert) 48 Mar. 

Signal Peaker (Turner) 81 Feb. 

Sound Level Meter, Transistorized (Morrow) 86 Apr. 
Space Spanner Pulls in 16,000-Mile DX 

(Stoner) 65 Feb. 

Speaker, Patio Hi-Fi Extension (Garner) 54 June 

Speaker System. Duo-Flex (Gordon) 75 r eb. 

Stereoplex (Kolbe) « Apr. 

TRF. Two-Transistor (Zarr) ...... ■ J} Jan. 

Tachometer, Measure R.P.M. with (Frantz). . 71 Apr. 

Transceiver, Citizens Band (Stoner) 48 June 

Transmitter, "Nifty Novice" 15-Meter 67 Apr 

"t££3U- (Lewis,: : ; : : : : : : : : : : : : ' : : : : 103 1™ 

Tweeter, Electrostatic (Silverstein) May 

Vertical Makes a Comeback (StVrain) 73 Mar. 



BOOK REVIEWS 

A-C Circuit Analysis (Schure) 20 Apr. 

Audio Measurements (Crowhurst) 5? p.u 

Basic Pulses (Gottlieb) , . 3/ * et3 ' 

Burgess Engineering Manual— Data on Dry 

Batteries for Design Engineer (Burgess 

Battery Co.) - ■• - * 30 Jan ' 

Designing and Building Hi-Fi Furniture ^ 

(Markell) ■ ■ ■ ■ ■ ■ ■ ■ ■ ■ ■ ■ ■ ■ 1 1 

English-Russian Russian-English Electron- Mar 

ics Dictionary (McGraw-Hill Book Co.) . , 14 Mar - 
Experimental Basic Electronics (Evans & ^ 

Fifteen Minutes to Stereo (General' Electric) . 20 June 
Fundamentals of Nuclear Energy and Power 

Reactors (Jacobowitz) ■ L °. 

Fundamentals of Transistors (Krugman) 14 Mar. 

Gas Tubes (Schure) • Tft M« v 

Guide to Mobile Radio (Sands) i o 

Guide to Nuclear Energy (Belchem) 10 A P r - 

Handbook of Electronic Circuits (RCA g? ^ 

Service Co.) .• • • • • • •/■•■** > p vr«v 

High Quality Sound Reproduction Moir . . 18 May 
How to Become a Radio Amateur (ARRL) . . ^ J™- 

Know Your Oscilloscope (Smith) 16 May 

Most-OftenNeeded 1959 Television Servic- 

ing Information (Beitman) 

Most-Often-Needed Radio Diagrams (1926- 

1938) (Beitman) \ on Ax>t 

New Sideband Handbook (Stoner) ^ 

101 Ways to Use Your Sweep Generator 

(Middleton) 10 > une 

Pin-Point Record Changer Troubles in Five ^ ^ 

Minutes (Sheneman) • * ■ ■ ■ * > 9nMn ' 

Radioactivity Measuring Instruments (Nokes) ™ 1U * 
Radio-Electronic Master (United Catalogue M 

Publishers) 9n M J 

Reflex Klystrons (Hamilton) zu iaY 

TV Signal Distribution and Antenna Tech- ^ 

nigues (Howard K. Sams & Co.). • ■• 1R - " 

Technigues of Magnetic Recording (Tall). ... xo n * g * 
Television Servicing, Third Edition (Buchs- 

baum) - 

Television Tube Location Guide (Vol. 8) 

(Howard W. Sams & Co.) 16 Mar - 

Transistor Fundamentals and Applications 

(Lenz & Cook) • 37 Feb. 

Transistor Theory and Circuits Made Sim- 
ple (Pollack) 30 J_ an - 

Transistors, Theory and Practice (Turner). .. 18 Apr. 
Understanding High Fidelity (Bogen-Presto) . . 22 Apr. 
Working with the Oscilloscope (Saunders). .. 18 June 

140 



DEPARTMENTS 

After Class * • * * „ rt T 

57 Jan.. 73 Feb., 77 Mar., 118 Apr., 113 May, 98 June 
Among the Novice Hams (Brier) 

86 Jan., 89 Feb., 67 Mar.. Ill Apr., 115 May, 94 June 
Carl & Jerry (Frye) ■ ■ • 

8 Jan., 10 Feb., 34 Mar., 122 Apr., 124 May. 108 June 
Letters from Our Readers 

20 Jan., 24 Feb., 10 Mar,. 10 Apr., 10 May. 108 June 
New Products 

87 Jan., 28 Feb., 26 Mar,, 24 Apr., 22 May. 22 June 
Notes from the Editor (Read) 

8 Feb., 8 Mar.. 8 Apr., 8 May. 8 June 

Short-Wave Report (Bennett) 

85 Jan., 83 Feb., 86 Mar., 109 Apr,, 104 May, 105 June 
Tips and Technigues ■■■ 

88 Jan,. 38 Feb,, 18 Mar., 32 Apr., 32 May. 30 June 
Transistor Topics (Garner) 

62 Jan., 87 Feb., 83 Mar., 115 Apr., 89 May, 95 June 



FEATURE ARTICLES 

Atomic Power Plants Really Safe? (TofflerJ. . 41 Mar. 

Auto Radar Spots Highway Dangers 93 June 

Auto Radios, How to Repair (Darr) 108 May 

Bandspread (Kneitel) 93 Apr., 85 May 

Brain, Electronics Probes Secrets of 

(Atkinson) 67 May 

Buying Stereo. What You Should Know 

Before (Ward) 61 Apr. 

Citizens Band Radio (Mandala) • • ■■ 59 Mar, 

Cleaner Air for Modern Living (Fielding)... 53 Mar. 
Cold Cathodes, Bright Future for (Williams) 53 May 

Color-TV Projection System (Hebb) 45 May 

Dielectric Pump ... No Moving Parts! 

(Busse) 99 Apr. 

Dopplev Radar Charts the Airlanes 

(Zuckerman) 41 May 

Dry Cell, Inside the (Harris) 51 Apr. 

Ear and High Fidelity (Rubin) 50 Mar. 

Electronics Today 64 Jan. 

Fluorescent Lamps, Electronics of (Morgan). 82 Apr. 

Freguency Quiz (Bukstein) 82 Mar. 

Hams Go Video (Zuckerman) 41 June 

Hi-Fi Guest List (Kohler) 120 May 

High Power for Hi-Fi (Ward) • • 48 Jan. 

Hot and Cold Electronics (Dresner). 72 May 

Index Your Records and Tapes (Zuckerman) 83 Jan, ^ 

POPULAR ELECTRONICS 
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Jobs in Electronics, Today's Best (Dresner).. 64 June 

Live-Wire Set (Kohler) 46 Jan. 

Log All Continents on the Broadcast Band 

(Kippel) 57 June 

Missile, My Misguided (Kohler) 66 Feb. 

Multiplex. MX Means (Feldman) 43 Jan.* 

Multiplex Stereo Adapters. First Crop of 

(Bienstock) 122 May 

News. Electronics in 55 Mar., 106 May 

Novices— Let's Go General (Cross) 63 Mar 

Nuvistors and Micro-Modules 56 June 

Power from Sun (Hebb) 33 Jan 

Power Transformer Substitutions, How to 

Make (Richardson) 73 Apr 

Preamplifier, Inside the (Marshall) 

Part 1 — Preamplification 47 p eb 

Part 2 — Record Equalization , 45 Mar. 

Part 3 — -Tone and Loudness Controls 57 Apr' 

Part 4 — Stereo Preamp 49 M q ' 

Puzzle, Electronic Abbreviations (Com- * 

stock) ?2 F , 

Radio Waves, Sunspots and Planets (Harris)* 45 June 
Hussian jamming — Electronic Iron Cur- 
tain (Bohr) 41 , 

Short-Wave Listeners' Guide (Kneitel) 59 Feb' 

Sight Through Sound ' 57 

Soldering Without Tears (Ward) ' \ 90 Apr 

Space, Electronics in (Dresner) \\\\ 43 Feb 

Steel Industry, Electronics in (Mandell)! ' 77 Jan ' 
Stereo Records: Fad or Fulfillment? 

(Norinsky) c , , 

0 . r. . 1 . _ 0/ June 

Stereo Simplexing Simplified (Kolbe) 45 Apr 

Sticklers, Electronic ' [ 

w . . . 86 Feb., 106 Apr., 88 May, 92 June 

Technicians, 100,000 Wanted (Dresner).. 53 Ian 
Technician's Job, Would You Like a 

(Dresner) 79 Feb 

Test Instruments (Klein) 

Part 1— VOM, D.C. Voltage Ranges 50 Jan 

Part 2-VOM, A.C., Current, Ohmmeter " J 

Ranges 53 p. e k 

Part 3— VOM, Radio Repair wilh. '.'.][]'.'. 69 Mar* 

Part 4-VTVM, D.C. Ranges 54 Apr 

Part 5— VTVM, A.C., Ohmmeter Ranges 100 May 

lool List, Recommended 82 Mav 

Transmitting Tube is Born G3 Anr 

Trouble-Shoot Your Projects (Anderson).':::: 67 Jan 
Turntable Manufacturer, P.E. Visits Hi-Fi... 42 Jan 

VHFA a FPo ak B\ S Q C ° m , eback (StVrain) 73 Mar. 

u?P «£ 0 V Ph0, Jf DXers Future (Kneitel)... 39 Jan. 
V t F ? a 1i?, C T an Detect Nuclear and Rocket 

Tests (Welch) l02 « 

Warfare Simulator Fights Mock Battles.' .':.'; .' 66 Mar'. 

HI-FI AND AUDIO 

Amplifier, Phono Motor Powers (Barnes).... 38 Jan 
Amplifier, Transformerless Transistor 

(Trauffer) 5l Feb 

Amplifier Tube, Circuit Designs for. . . .' .' \ \ \ \ [ 92 May 

Carbon Mike Input Circuit (Towill) ,',.', 98 Feb 

Damping Factor, Check Your (Fred). ..... '77 May 

Ear and High Fidelity (Rubin) 50 Mar. 

Earphone Listening to Phono Oscillators 

(Trauffer) 70 j Qn 

Ears Are Golden, Only Your (An Editorial) ! 68 Feb 
Generator, "Q-Square" Transistor (Revzin). . 61 June 

H1-F1 Guest List (Kohler) 120 May 

High Power for Hi-Fi (Ward) 48 Jan 

Microphone Mixer, One-Transistor (Cohen) 57 Mar. 

Multiplex, MX Means (Feldman) 43 Jan 

Multiplex Stereo Adapters, First Crop of 

(Bienstock) 122 jvj ay 

Preamplifier, Inside the (Marshall) 

Part 1 — Preamplification 47 Feb. 

Part 2 — Record Equalization . .... 45 Mar*. 

Part 3— Tone and Loudness Controls . 57 Apr.* 

Part 4— Stereo Preamp 49 May 

Preamplifier, Transistor Microphone (Chapel) 64 Feb. 
Records and Tape, Index Your (Zuckerman). 83 Jan. 
Sound Level Meter, Build This Transistorized 

(Morrow) 86 A 

Speaker Baffles, Improve Miniature ' (Dunantj 56 Jan * 

Speaker, Patio Hi-Fi Extension (Gamer) 54 June 

Speaker System, Duo-Flex (Gordon) 75 Feb 

Stereo, What You Should Know Before 

Buying (Ward) 61 Anr 

Stereoplex, Build the (Kolbe) ' * 43 Apr' 

Stereo Records: Fad or Fulfillment? 

(Norinsky) ^ gy j une 

Stereo Simplexing Simplified (Kolbe) 45 Apr 

Tape Timing, Tips on (Laurence) 68 Mar*. 
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Turntable Manufacturer, P.E. Visits Hi-Fi... 42 Tan. 

Turntables, New Revolution in, Kits 60 May 

Tweeter, Build an Electrostatic (Silverstein). . 56 May 

KIT REPORT* 

Amplifier (Precise) > .. 73 Jan. 

Broadcaster-Amplifier, Wireless (Knight). ... 101 June 

Clock Radio (Knight) 113 Apr. 

Loudspeaker Enclosure (Artizans of New 

England) 76 Apr. 

Plug-In Laboratory Standards (Heath) 114 Apr. 

Power Amplifier (Acrosound) 79 Mar. 

Power Amplifier (Grommes) 69 Feb. 

Power Converter (Heath) . .. 98 Apr. 

Power Supply (Electro Products) 81 Mar. 

Record Changer (Heath) 60 June 

Signal Generator, RF-AF (Precise) 117 May 

Stereo Control Unit (Dynakit) 4 107 Apr. 

Stereo Power Amplifier (Arkay) 64 May 

Speaker System (Heath) 75 Jan. 

Transistor Tester (Paco) 71 Feb. 

Transmitter, 90-Watt (Eico) 89 June 

Turntables, New Revolution in, Kits 60 May 

Vacuum-Tube Voltmeter (RCA) 79 May 

Variable Frequency Oscillator (Globe) 97 May 

TELEVISION 

Color-TV Projection System (Hebb) ,. 45 May 

DX'ing with Your TV Set (C010) 78 Apr. 

Hams Go Video (Zuckerman) 41 June 

TEST EQUIPMENT 

Damping Factor, Check Your (Fred) 77 May 

Generator, "Q-Square" Transistor (Revzin).. 61 June 

Multi-Purpose Checker, Build This 65 Mar. 

Signal Injector, FM (Herbert) 48 Mar. 

Test Instruments (Klein) 

Part 1— VOM, D.C. Voltage Ranges 50 Jan. 

Part 2— VOM, A.C., Current, Ohmmeter 

Ranges 53 Feb. 

Part 3 — VOM, Radio Repair with.. 69 Mar. 

Part 4— VTVM, D.C. Ranges 54 Apr. 

Part 5 — VTVM, A.C., Ohmmeter Ranges .. 100 May 

TRANSISTORS 

Amplifier, Phono Motor Powers (Barnes)..., 38 Jan, 

Amplifier, Transformerless (Trauffer) 51 Feb. 

Black Box that Hears Missiles (Welch) 102 Apr. 

Generator, "Q-Square" (Revzin) 61 June 

Metal Detector (Graf) 83 June 

Microphone Mixer, One-Transistor (Cohen).. 57 Mar. 

Perplexual Motion (Zarr) 112 May 

Preamplifier, Microphone (Chapel) 64 Feb. 

Regenerative Receiver (Pugh) 79 Apr. 

Signal Generator (Greene) 81 Jan. 

Signal Injector, FM (Herbert) 48 Mar. 

Sound Level Meter, Build This (Morrow)... 86 Apr.' 

TRF, Two-Transistor (Zarr) 71 j aru 

"Trans-Pack," Build the (Lewis). 103 June 

WORKSHOP 

Auto Radios, How to Repair (Darr) 108 May 

Capacitor Values, Finding (Wilensky) 88 June 

Carbon Mike Input Circuit (Towill) 98 Feb. 

Detector, Homemade (Kernahan) 98 Feb. 

Earphone Listening to Phono Oscillators 

(Trauffer) 7Q Jan 

hnergy Transfer Experiment (Pearce) 66 Jan. 

Ohm's Law Wheel (Weisberg) 81 May 

Perplexual Motion (Zarr) ^12 May 

Pilot Light, Foolproof (Desind) 88 June 

Power Supply, Sun-Operated (Pearce) 1 12 May 

Power Transformer Substitutions 

(Richardson) 73 A 

Receiver, Doublet for AR-3 (Commisso) . '. '. '. '. 66 Jan ' 

Receiver, Simple Crystal (Kernahan) 56 Jan. 

Soldering Without Tears (Ward) 90 Apr. 

Speaker Baffles, Improve Miniature (Dunant) 56 Jan ' 

Tool Box, Electrify Your (Stillwell) 70 Jan. 

Tool List, Recommended. 82 May 

Trouble-Shoot Your Projects (Anderson).:::: 67 Jan. 

Tuning Circuit, Pick Your (Eslick) 68 Mar. 
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ksjl, BARGAIN BASEMENT 

tLCtlKUnitd SAV£ QN jhesE SPECIAL BUYS OF THE MONTH 



ONE CENT SALE 

BUY ONE AT OUR REGULAR LOW PRICE AND GET THE 
SECOND FOR ONLY U MORE 

CITIZENS BAND TRANSMITTER (27 MC) chassis complete with 
Crvstnl $0.01) ea. two for $10. 00. CITIZENS BAND RECEIVER 
Chassis' tunable through all 22 channels. ' Complete will, iaud,o am- 
ulilier S<> 90 ea. two for SlO.OO. RADIOSONDE TELEMETERING 
TRANSMITTER complete with modulator, aneroid barometer, 
temperature and humidity sensing elements. iui*f- 

enna, etc. A S50.00 value lor only *4.99 ea. t«-o foi $^00. 
COILED CORD 4 conductor 11" telephone Corel. Ext en s o ove, 

1 ft. .99 ea. (wo lor S1.00. MICROPHONE Hiffli output 200 
ohm carbon with terminal Hips. Si. -19 ea. two for 9}-oO. 
TRANSISTOR AUDIO AMPLIFIER. G,ves up to 50X voltage earn 
on low level sisals. Operates on 1 Vfe volts. S.1.99 ea. two 
for S4.00. KIT OF PARTS for VHP radio receiver. TttnaWe 
from 80 to 200 megacycles which includes U. S. satellite fre 
quencies Sc. 99 ea kit Two for *7 00 

LIMITED QUANTITY— NO LITERATURE OR CATALOG 
Remit in full. Include suflicicnt postage. No C O.D.'s. 



11-METER CITIZENS BAND TRANSCEIVER KITS ! ! ! 

NO AMATEUR LICENSE NEEDED— NO TEST TO TAKE!!! 
22 CHANNELS TO CHOOSE FROM -26.96S MC. TO 27.22S MC. 
COMPLETE KIT OF PARTS. TUBES, TRANSFORMERS. CHASSIS, 
CRYSTAL, PRE-WOUND COILS, ETC. $29 88 



CRYSTAL MICROPHONE FOR A80VE KIT ONLY $1.99 
12-VOLT DYNAMOTOR FOR ABOVE KIT ONLY $3.99 
27 MEGACYCLE CRYSTALS .005% TOLERANCE ONLY $2.SO 
ALL COMPONENTS^FOR TRANSCEIVER KITS AVAILABLE AT 
LOW PRICES!! WRITE FOR LATEST CATALOG AND COMPLETE 
INFORMATI ON!!!!!! 

GROVE ELECTRONIC SUPPLY COMPANY 



4103 W. BELMONT AVENUE 
INCLUDE POSTAGE W 'OR DER 



CHICAGO 41, ILLINOIS 
WEIGHT OF KIT 9 LBS. 



Send 
POPULAR 

ELECTRONICS 

Every 
Month 



POPULAR ™ 

ELECTRONICS 




address 



city 



stat e 



□ .3 years for $10 
Check one: □ 2 years for $7 

□ 1 year for $4 

In the U. S., its possessions and Canada. Foreign 
rates: Pan American Union countries, add .50 per 
year; all other foreign countries, add $1 per year. 

Mail to: POPULAR ELECTRONICS 

Dent. E-6-9, 434 South Walmsh Ave., Chicago 5. III. 



EXPERIMENTERS AMATEURS HOBBYISTS 

We are again reducing a laree inventory of hrand new vacuum 
tubes and this ••get-acutuunted" offer is limited to the stock on 
hand. All tunes in each assortment are diiTcrent, and every tube 
is brand-spanking new. 

10 electron tubes including 3" cathode ray tube only. 

15 including 5" CUT. . .52.95 20 including - CUT 53.95 
All three of the above assortments for Just. . .57.95 

Order early and we will include in your assortment a special hign 
voitape rectifier and famous WE-7 17-A times. Your order will he 
sent via insured parcel post: just pay postman pasta ge plus 
small COO chnrge. We have many unbelievable values in govern- 
ment electronic surplus, much of it for sale at prices representing 
mere pennies on the dollar of cost. 

WRITE FOR FREE GOVERNMENT SURPLUS BARGAIN BULLETIN 



JOE PALMER 



P. O. Box 6188 CCC 



Sacramento, California 



DIAGNYZCR 

ELECTRONIC TESTER 



for DO-IT-YOURSELF SERVICING 

COMPLETE TRAINING COURSE AND SERVICE MANUAL 
INCLUDED FREE WITH EACH INSTRUMENT 

INDISPENSIBLE — FOR TV. RADIO. HI-FI 

Appliances Auto>. Electrical Took Used i" Home 
Shop and Farm. Checks Rad.o and TV Tubes. Com 
ponents. Voltages and Circuits, etc 

INEXPENSIVE TO OWN. EASY TO USE 

Anyone can do servicing with this wonderful inttru 
ment. pays for itself the first Cme you use it. Best 
value for mom 



nothing else like it. Write Today. 




APPARATUS DEVELOPMENT CO 

Dept. Kll WethertfijU, Conn. 



ATTENTION 

electronics schools! 
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Is your School registered 
with Popular Electronics? 
As you probably know, 
Popular Electronics is 
eager to keep you advised 
whenever a special oppor- 
tunity arises that would 
interest and benefit your 
School. 

If you are not already on 
PE's School Announce- 
ments list — please send 
your name, address and 
the name of your School 
Secretary to: Popular 
Electronics, School Depart- 
ment, One Park Avenue, 
New York 16, N. Y. 



Always say you saw it in— POPULAR ELECTRONICS 
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ADVERTISER'S INDEX 

ADVERTISER 

Active Sales Company . 

Allied Radio Corp 

Apparatus Development Co. 

Arkay 

Audio Devices, Inc 

Bailey Technical Schools .. 

Bart ett Co., The 

Bell Telephone Laboratories 
Burstein-Applebee Co. 
Burgess Battery Company 

Capitol Radio Engineering Institute 

Capri Electronics 

Century Electronics Co., Inc. 
Cleveland Institute of Radio Electronics 

Cotter, Hermon E 

Coyne Electrica School 

DeVry Technical Institute 

EICO 

Electronic Kits 2nd Edition 

Electronic Measurements Corp 

Electronics Schools 

Electro-Voice, Inc. 



Fenner Sales 

Garfield Co., Inc., Oliver . . 5 

Garrard Sales Corp ........ 39 

Gonset ....... \2A 

Grantham School of Electronics .. . . . 19 

Grommes — Div. of Precision Electronics, Inc. .34 

Grove Electronic Supply Company 142 

Halco Electronics ..... 120 

Heath Company HO, 111,112, 1 13 1 14 1 15 

Hershel Radio Co 32 

Indiana Technical College 136 

International Correspondence Schools 13 

International Crystal Mfg. Co., Inc. 18, 107 

Instructograph Company '.128 

Jensen Industries. Inc 26 

Jesse Jones Box Corp . J20 

Key Electronics Co 126 

Kuhn Electronics ....138 

Lafayette Radio 118, 119 

Lektron .'.117 

Micro Electron Tube Co 12 

Midway Company ...J26 

Miller, Gustave ! 126 

Milwaukee School of Engineering .135 

Mosley Electronics, Inc 30 

Moss Electronic, Inc 146, 3rd & 4th Covers 

National Co 2nd Cover 

National Radio Institute 3 

National Schools 29 

North American Philips Co Inc 24 

Pacific International College 126 

Paco Electronics Co Inc 20 

Palmer, Joe .142 

Phila. Wireless Technical Institute 138 

Picture Tube Outlet . . ........ \2f> 

Popular Electronics Classified ....... .\2B 

Popular Electronics Subscriptions ........ 142 

Popular Electronics Marine Electronics Section 122 123 

Popular Photography Color Annual 143 

Port Arthur College 125 

Progressive "Edu-Kiis" Inc 109 

Quality-Electronics 22 

RCA Institutes, Inc 10 II 

Radio-Television Training School '33 

Rinehart & Co., Inc , )29 

Russ Photo Service .132 

Schober Organ Corp., The 22 
Sprayberry Academy of Radio-Television ". . . . . . . . . 25 

Springfield Enterprises 132 

Texas Crystals 32 

Tru-Vac Electric Company .....\2\ 

U. S. Army 9 

University Loudspeakers, Inc ............ 28 

Valparaiso Technical Institute 136 

Vanguard Electronic Labs ......... IA2 

Walsco Electronics Mfg. Co 130 

Western Radio 136 138 

World Radio Laboratories 137 

Xcellite, Incorporated 26 

Zalytron Tube Corporation 130 
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Oil sale at neivsstands . . . 
or order by mail today! 
Popular Photography's New 

1959 



COLOR 



ANNUAL 



COLOR 
ANNUAL- 




Here's one of the outstanding: photographic 
achievements of the year! Compiled by the edi- 
tors of Popular Photography, t lie 1059 COLOR 
ANNUAL is a real gem — over ! 7 2 pages, in- 
cluding the year's best color shots and such 
features as: 

• A symposium of experts on WHAT 
MAKES A GOOD COLOR PICTURE? 

• Ten-page portfolios by two masters: Emil 
Schulthess and Hy Peskin 

• How a pro like Ralph Morse solves prob- 
lem pictures 

• A look at color photography by the inven- 
tors of Kodacnrome 

• A forty-page International Portfolio 

• Technical review of the year 

• Notes on all pictures — why they were 
chosen, how they were made 

The 1959 COLOR ANNUAL is on sale at news- 
stands or order by mail below: 



Ziff-Davis Publishing Company E6/9 
434 South Wabash Avenue 
Chicago 5, Illinois 

Please send me copies of Popular Photography's 

1959 COLOR ANNUAL. I enclose $1.25 per copy, plus 10£ 
to cover cost of handling and mailing. 

NAME^ . ____ 



ADDRESS 



CITY STATI 
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PAGE NO. 



35, 124 
. ... 142 

... 136 
...23 
.... 16 
.. 128 
. 17 
. 28 
131 
. . 21 
138 

36, 37 
27 

130 
31, 127 
.... 7 
38, 40 
139 
... 133 
. .142 
14, 15 
.128 
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ELECTRONICS MARKET PLACE 



RATE: 50c Per word. Minimum 10 words prepaid. August 
I Park Ave.. New York 16, N. Y. 



issue closes June 3rd. Send order and remittance to POPULAR ELECTRON ICS, 



FOR SALE 



WANTED 



Jones TV, 



Guaranteed. 



GOVERNMENT Surplus Receivers, Transmitters, Snooperscopes, 
Parabolic Reflectors, Picture Catalog IOC- Meshna, Maiden 48 
Mass. 

TRAOE IN TELEVISION Sets $9.95 Plus Shipping, 
Sanatoga, Pa. 

TELEVISION & Radio Tubes, Parts and Supplies. 
Hi-Quality Tube Co., Inc., 284 Lafayette St., Rahway, New Jersey 
TUBES—TV, Radio, Transmitting and Industrial Types at Sen 
sibly Low Prices. New, Guaranteed 1st Quality Top Name Brands 
Only. Write for Free Catalog or Call WAlker 5-7000. Barry Elec- 
tronics Corp., 512 Broadway, New York 12N, N. Y. 
DIAGRAMS for repairing radios $1.00, Television $2.00. Give 
make, model. Diagram Service, Box 672-PE, Hartford 1, Conn. 
GOVERNMENT Sells— Surplus Electronics; Walkle-Tatkies; Test 
Equipment' Oscilloscopes; Radar; Sonar; Surplus Aircrafts; Boats; 
Jeeps; Misc. — You buy direct now from U. S. Government Depots 
at fractions of Army and Navy costs—Send for bulletin "Depot 
List & Procedure," $1.00. Box 8-PE, Sunnyside 4. New York. 
FM Tuners, 88-108 megacycles, 4 tubes complete, $12.95. Grut- 
man, 1 E. 167 St., New York 52, N. Y. 

PORTABLE Physics laboratory complete with all apparatus and 
manual of 107 experiments, $49.00. Model Atom Smasher, 
$9 95 up, 3-in-l Electromagnet, $14.95, Raymaster Cloud Cham- 
ber, $16.00 up, Spinthariscope, $2.00. Send 25C for literature 
about these and many other fascinating new scientific products. 
Atomic Laboratories, 3086 Claremont Ave., Berkeley, Calif. 
FREEH Surplus Sample! List! Shipping IOC. Hinz, 833 7th 
Avenue, Sacramento 18, Calif. 

FREE catalog. Warehouse clearance. Tremendous discounts. 
Bill Loeber Co., 224 Wyatt Ave., Lincoln, III. 
VOICE Typewriter. Types messages from voice recordings. Con- 
struction data $4.25. D.B. Enterprises, 8959 Wonderland Ave., 
Los Angeles 46, Calif. 

RELAYS- -Switch Stacking And Voltage To Your Specification: 
Switch Stacking Kits: Free Catalog "E." Ranco, Box 6161, 
Chicago 80, 111. 

WALKIE-TALKIES. Class "D" citizen's Band hand held radio 
transceiver. No examination required. One mile range. Ready 
to use $49.95, Kit $34.95. Write for information. Dixon Elec- 
tronics. 13444 West McNichols, Detroit 35, Michigan. 
WHOLESALE Catalog. Name Brands. Housewares, tools, gifts, 
watches, radios, etc. Discounts to 85%. Send 50C In coin. 
Bill Loeber Co., 224 Wyatt Ave., Lincoln, III. 
15 TESTED One-tube circuits with "Radiobuilder" magazine— 
25C. Laboratories, 1131-L Valota^ Redwood City, California. 
BUILOER-Experimenters: Send for free information. Radio Work- 
bench, Carlsbad, New Mexico. 

SAFCOROE Electrical Outlet Model W-l, 120 Volts. 10 Amperes. 
1200 Watts, Six Outlets, Switch, Pilot Light. Both lines fused 
$9.95. P. W. Carpenter, Box 52. Barre, Vermont. 
DIGITAL "Computer kit. All electronic. Printed Circuits. In- 
cludes 7 digit accumulating register, input keyboard, output 
indicator, logic, and two lesson course in binary arithmetic 
and logic. $27. 5D complete. Willis G. McCormick Co.. 15733 
Septo St. , Sepulve da, Calif. 

100-WORD" 3"x6" Circulars, 2000, $4.00; 5000. $9.25. Parcel 
Post Labels, 250, $1.50. Acmeprint-E, Crossville 1, Tennessee. 
BUILD Small Radios! Parts, Plans, Kits. Write: Electronix, 69-E, 
Howard City, Michigan. 

ORGAN Experimenters— two Manual Keys and Switches. Oscil- 
lator sub-assemblies, and other accessories. Price $75.00 

F.O.B., Box 83, Misenheimer, N. C. Spencer Plyler. 

PRINTED Circuit Kit. Professional Kit includes ready mounted 
silk screen, and all materials for making Printed Circuits. Only 
$19.95. Printed Circuit Company, 118 Walnut Street. Water- 
town, Mass. 

TRANSISTORIZE your automobile ignition system tor better per- 
formance Complete plans and instructions— $2.50. Technical 
Services Institute, 5234 Fourth Street N.E., Washington 11, D.C. 
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MERCURY, Platinum, Silver, Precious Metals. Ores Assayed. 
Mercury Refiners. Norwood, Massachusetts. 
CASH Paid! Sell your surplus electronic tubes. Want unused, 
clean transmitting, special purpose, receiving, TV Types, mag- 
netrons, klystrons, broadcast, etc. Also want military & 
commercial lab test and communications gear. We swap too, 
for tubes or choice equipment. Send specific details in first 
letter. For a fair deal write, wire or telephone: Barry, 512 
Broadway, New York 12, N. Y. WAlker 5-7000. 
CYLINDER and old disc phonographs. Edison Conqueror, Idelia, 
and Oratorio models. Berliner Gramophones and Zono o-phones, 
Columbia cylinder Graphophones, and Coin-operated cylinder 
Phonos. Want old catalogues and literature on early phonos 
prior to 1919. Will pay cash or trade late hi-fi components. 
Popular Electronics, Box 50, 1 Park Ave., New York 16, N. Y. 



HIGH-FIDELITY 




UNUSUAL Values. Hi-Fi components, tapes and tape recorders. 
Free catalogue PE. Stereo Center, 51 West 35th St., N. Y. C. 1. 
RECORDERS, Hi Fi. Free Wholesale Catalogue. Carston, 215-P 
East 88, N Y C. 28. 

DISGUSTED with ''HI" Hi-Fi Prices? Unusual discounts on your 
High Fidelity Requirements, write Key Electronics, 120 Liberty 
St.. New York 6, N. Y. Evergreen 4-6071. 
UNUSUAL Values. H i Fi Components, tapes and tape recorders. 
Send for package quotations. Stereo Center, 18 W. 37 St., 
N. Y. C. 



TAPE & RECORDERS 



RECORDERS, Tape Decks, Stereo Tapes, Accessories, Excellent 
Values. Catalogue. Efsco, 270E Concord, west Hempstead, N. Y. 
TAPE Recorders, HI-FI Components, Sleep Learning Equipment, 
Tapes. Unusual Values. Free Catalog. Dressner, 69 02F, 174 
St., Flushing 65, N. Y. 

HIGHEST Trade-In Allowances Toward Ampex, Concertone. Crown, 
Ferrograph, Presto, Pentron. Components. Accessories. Catalog. 
Boynton Studio. 10-PE Pennsylvania, Tuckahoe, N. Y. 



INSTRUCTION 



CDMPLETE Correspondence Course in Radio, TV, & Electronics. 
Only 12 sections. Includes 1st Class License Prep. Very Low 
rates Ascot School of Electronics. Box 29092, Los Angeles 29, 
Calif. 

AMAZING new television trouble shooting technique. Spots 
trouble quickly, easily. Thoroughly tested and proven on hun- 
dreds of repair jobs. Write for free brochure. National Technical 
Reseach Labs., 1118 W. Hadley St., Whittier, Calif. 
CALCULUS or Algebra, Easy Practical Lessons, First Four $1. 
Mathco, 4256 Minmor, Cincinnati 17, Ohio. 

Always say you saw it in — POPULAR ELECTRONICS 
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CAMERA Repairmen greatly needed! You can learn manufac 
turers' servi e methods at home m your ,pare time 1 Free bif 
illustrated book tells how! Write today, National Camera' Re 
pair School, Dept._ZE, Englewood, Colorado. 
CODE learned forever in minutes witli amazing memory aid $1 
McKenzie Enterprises, Box 245, Palo Alto, California. 
TELEVISION repair instructions for "do-it-yourselfers " Guar- 
anteed to save many service calls. Send TV manufacturer and 
model numbe-. Enclose $2.00. Connecticut Electronics, Mil 
ford, Conn. 

1959 INDUSTRY Training. Home-Study Drafting, Design Elec 
tromcs. Aero Tech, 2162-ZD Sunset Blvd., Los Angeles 26, Calif 
MENTAL Radio— operate yourself as a transceiver. Details IOC 
Landa, Clayton 2, Ga. 

CODE courses to enable passing ^adio^Amateur examinations 
Designed and tape recorded by former U.S.N. Radio Operatot 
and R.R. Telegrapher. Both sides 7"1200' reels. Learning to 
Six W.P.M. or Six to Sixteen W.P.M. Response enables reduc- 
tion to $3.98 each. Postpaid in U.S.A. Elham Inc., P 0. Box 
98, Hawthorne, California. 



MEN-Women Agents: sensational new money-makers— Beauti- 
fully hand-painted plastic personalized photo enlargements 
compacts, rings, bracelets, lockets, etc. Simply take orders' 
pocket 40% commission— we deliver and collect. Sales outfit 
free. Novelco, 3341 North Ave., Chicago 47 



WE Pay $4.50 lb. dried. Grow Mushrooms. Cellar shed and 
outdoors. Spare, full time, year round. We pay $4 50 lb Free 
Book. Mushrooms, Dept. 334, 2954 Admiral Way, Seattle, Wash. 

EARN Extra money selling advertising book matches. Free~sam- 
ples furnished. Matchcorp, Dept. MD-69, Chicago 32. Illinois. 

RADIO Parts Stores & Hi-Fi Salons! Someone "borrowing" your 
personal copy of Popular Electronics each month? You ought 
to be taking advantage of Popular Electronics" convenient re- 
sale plan. Sell copies in your store . . . perform a good service 
for your customers . . . with no risk involved. For details 
write: Direct Sales Department, Popular Electronics, One Park 
Avenue, New York 16, New York 



INVENTIONS WANTED 



INVENTIONS wanted. Patented: unpatented. Global Marketing 
Service, 2420 77th, Oakland 5, Calif. 



PATENTS 



SAVE High Fees. Apply for your patent yourself. New Kit now 
makes it easy. Free "Registration Form." Miss Clare Ardun 
80G Wm. Penn Annex, Philadelphia 5, Penna 



PLASTICS 



EMPLOYMENT INFORMATION 



NEW Liqu ,d C; sting Plastic, clear colors. Embed real flowers 
minerals, biologi al specimens, deli, ate instruments, electronic 
parts. Also cold-setting resin and fiberglass for laminating 
casting molding, coating. Manual 25C. Castolite, Dept. G-108, 
Woodstock, Illinois. 



MISCELLANEOUS 



JOBS— High Pay; USA, So. America, The Islands. All trades 
Many companies pay fare. Write Dept. 71N, National Employ- 
ment Information, 1020 Broad, Newark, N. J. 

JOBS Overseas! Janecek Development Co., 109 Hub Station New 
York 55, N. Y. 



JOBS on Ships and Yachts Traveling Foreign Countries. Daven- 
port's, 1354-N. GPO. N. Y. 1, N. Y. 

JOIN the Merchant Marine. Big pay. Box 4092, Jacksonville 1, 
Florida. 



SONGPOEMS And Lyrics Wanted! Mail to: Tin Pan Alley Inc 
1650 Broadway, New York 19, N. Y. 



SHOPPING GUIDE 

Classified 

NECESSARILY YlkVr^ 

BUSINESS OPPORTUNITIES 



J/ E r?t HN i C K ANS can earn b| S m0ne V >n the expanding Technical 
Merrick, Ty**" DetaNS Writ6 Merri ° k Sch001 ' Box *4. 

W^n^ WlitTBoH* 16 37-X, 

n'"° M £" e p y r l n your maiibox St ^t your own Mail Order busi- 
SSnn r Penenc ' e " n 5 ary Ex ^ ert ■ sh w you how. Write 
Richton Company, 157K, Maplewood. New Jersey. 

cni N neI : N ^H M i ChineS " N0 se,Ung ' °P erate a routed" coin ma- 
c-lines and earn amazing profit. 32-page catalog free Park 
way^iacrine Corporation, T)ept. 12, "lit Ensor sV Baltimore 

SJfmf ^ 25 :f 5 ^WeekTcIipping newspaper items for publishers 
S.rhn rtl eaCh - Particulars free. National, 81-DG,' 

Knickerbocker station, New York City. 

June, 1959 



PHOTOGRAPHY-FILM 
EQUIPMENT, SERVICES 



SAVE $$$ Fresh 8mm. 16mm B & W; and color film. Home Proc- 
essing Equipment. Free Catalog. Superior Bulk Film Co., 442- 
458 N. Wells, Chicago 10. 

MESTON'S the preferred 35mm color slides. Top quality big- 
gest library, best package. Exciting Preview Package' four 
slides hermetically sealed in plastic plus 80 page catalog only 
$1.00. Meston's Travels, Dept. PE, 3801 N. Piedras, El Paso, 
Texas. 



OPTICAL Bargains— Request Free Giant Catalog "CJ." 96 pages 
—Astronomical Telescopes, Microscopes, Lenses, Binoculars 
Kits Parts. Amazing war surplus bargains. Edmund Scientific 
Co., Barrmgton, New Jersey. 



MISCELLANEOUS 



ELECTRIC Pencil: Engraves all Metals, $2 00 
10511-ZD Springfield, Chicago 43. 



Beyer Mfg., 



HAMMOND'S Guide to the Exploration of space. So'ar System 
Chart, color illustration of each planet, $1,00. William Porch 
Box 5894, Cleveland 1, Ohio. 

nl Z £ n £ l Fashions! Illustrated Catalogue, $1.00. Renee, Box 
2804-P, Hollywood 28, Calif. 
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SHIPPED ON APPROVAL 

NO MONEY WITH ORDER -NO COJK 



Superior's New Model 76 




ALL PURPOSE BRIDGE 

.tTa CONDENSER BRIDGE it s a signal tracer 



Model 76 ALL PURPOSE BRIDGE 

Total Price $26.95 

Terms: $6.95 after 10 day trial, then 
$5.00 per month for 4 months if satis- 
factory. Otherwise return, no explana- 
tion necessary. 



irs a RESISTANCE BRIDGE 

i> CAPACITY BRIDGE SECTION 

4 Ranges: .00001 Microfarod to 005 Mi 
crofarad; 001 Microfarad to 5 Micro 
farad, .1 Microfarad to 50 Microfarads 
20 Microfarads to 1000 Microfarads. Wil 
also measure the power focfor of oil con 
densers from .1 to 1000 Microfarads. 
W RESISTANCE BRIDGE SECTION 
2 Ranges: 100 ohms to 50,000 ohms; 
10,000 ohms to 5 megohms. 

SIGNAL TRACER SECTION 
With the use of the R.F. and A F. Probes 
included with the Model 76. you con 



irs a TV ANTENNA TESTER 

moke stage gain measurements, locate 
signal loss in R.F. and Audio stages, lo- 
colize faulty stages, locate distortion and 
hum, etc. 

u* TV ANTENNA TESTER SECTION 

Loss of sync , snow and instability are 
only a few af the faults which may be 
due to o breok in the antenna, so why 
not check the TV antenna first? Locates 
a break in any TV antenna and measures 
the location of the breok in feet from 
the set terminols. 
Complete with R F. and Af 
probes and fesf leads 



$ 26 



95 



Superior's New Model TV-50A GENOMETER 

7 Signal Generators in One! 

V R.F. Signal Generator for A.M. V Bar Generator 
V R.F Signal Generator for FM. V Cross Hatch Generator 
V Audio Frequency Generator V Color Dot Pattern Generator 
V Marker Generator 
This versatile All -Inclusive GENERATOR Provides ALL 
the Outputs for Servicing: 
A.M. Radio • F.M. Radio • Amplifiers • Black and White TV 
• Color TV 




Model TV-50A GENOMETER. . . 
Total Price $47.50 

Terms: $11 .50 after 1 0 day trial, then 
$6.00 monthly for 6 months if satis- 
factory. Otherwise return, no explana- 
tion necessary. 



r. F. SIGNAL GENERATOR: The Model 
TV-50A Genometer provides complete 
coverage for A.M. and F.M. alignment. 
Generates Radio Frequencies from 100 
Kilocycles to 60 Megacycles on funda- 
mentals and from 60 Megacycles to 180 
Megacycles on powerful harmonics. 



VARIABLE AUDIO FREQUENCY GEN- 
ERATOR: In addition to a fixed 400 
cycle sine-wave audio, the Model TV- 
50A Genometer provides a variable 300 
cycle to 20,000 cycle peaked wave 
audio signal. 



BAR GENERATOR: The Model 
TV-50A projects an actual Bar 
Pattern on any TV Receiver 
Screen. Patterns will consist of 
4 to 16 horizontal bars or 7 to 
20 vertical bars. 



CROSS HATCH GENERATOR: The Model 
TV-50A Genometer will project a cross- 
hatch pattern on any TV picture tube. 
The pattern will consist of non-shifting, 
horizontal and vertical lines interlaced to 
provide a stable cross-hatch effect. 



DOT PATTERN GENERATOR (FOR COLOR TV) 

Although you will be able to use most of your 
regular standard equipment for servicing Color TV, 
the one addition which is a "must" is a Dot Pattern 
Generator. The Dot Pattern projected on any color 
TV Receiver tube by the Model TV-50A will enable 
you to adjust for proper color convergence. 



MARKER GENERATOR: The Model TV-50A includes all the most 
frequently needed marker points. The following markers are pro- 
vided 189 Kc 262 5 Kc, 456 Kc, 600 Kc, 1000 Kc, 1400 Kc, 1600 
Kc, 2000 Kc, 2500 Kc, 3579 Kc, 4.5 Mc, 5 Mc, 10.7 Mc, (3579 Kc 
is the color burst frequency). 



The Model TV-50A comes abso- 
lutely complete with shielded leads 
and operating instructions. Only 
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USE APPROVAL FORM ON NEXT PAGE ► 



We invite you to try before you buy any of the models de- 
scribed on this and the following pages. If after a 10 day 
trial you are completely satisfied and decide to keep the 
Tester, you need send us only the down payment and agree 
10 pay the balance due at the monthly indicated rate 

Dept. D-600 



MOSS ELECTRONIC^ INC. 
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NO INTEREST OR FINANC E CHARGES 
ADDED ! 

If not completely satisfied, you are privileged to return the 
Tester to us, cancelling any further obligation. 

3849 Tenth Avenue, New York 34, N. Y. 

I'll in ted IN U.S.A. POPULAR ELECTRONICS 



www.americanradiohistorv.corn 



TRY FOR 10 DAYS 



before 



you buy! 



then if satisfactory pay in easy, interest free, 
monthly payments. See coupon below. 



SUPERIOR'S NEW MODEL 82A 



A truly do-it-yourself type 

T_ warn ^ma mm jmm> mmm mm ^mm. 
UBE TESTER 

TEST ANY TUBE IN 



10 SECONDS FLAT! 




© 
@ 

(D 



Model 82A - TUBE TESTER . . . Total 
Price $36.50 — Terms: $6.50 after 10 
day trial, then $6.00 monthly for 5 
months if satisfactory. Otherwise return, 
no explanation necessary, 



Production of this Model was delayed a ful year pend- 
ing careful study by Superior's engineering staff of this 
new method of testing tubes. Don't let the low price 
mislead you I We claim Model 82Awill outperform simi- 
lar looking units which sell for much more — and as 
proof, we offer to ship it on our examine before you 
buy policy. 

To test any tube, you simply insert it into a numbered 
socket as designated, turn the filament switch and press 
down the quality switch — THAT'S ALU Read quality 
on meter. Inter-element leakage if any indicates auto- 
matically. 



Turn the filament selector switch to 
position specified. 

Insert tube into a numbered socket as 
designated on our chart (over 600 
types included). 

Press down the quality button — 

THAT'S ALL! 



Read emission quality direct on "BAD- 
GOOD" meter scale. 

Tests over 600 tube types 

Tests 0Z4 and other gas-filled tubes 

Employs new 4" meter with sealed air-damping chamber resulting in 
accurate vibrationless readings 

Use of 22 sockets permits testing all popular tube types and prevents 
possible obsolescence 

Dual Scale meter permits testing of low current tubes 
7 and 9 pin straighteners mounted on panel 
All sections of multi-element tubes tested simultaneously. 
Ultra-sensitive leakage test circuit will indicate leakage up to 5 megohms. 

Model 82A comes housed in handsome, 

portable Sad dl e- St itched Te xon case. C *J MM CJQ 

(Picture Tube Adapter available for $5.50 
additional) 



36 



We invite you to try before you 
buy any of the models described 
on this page, the preceding 
page and the following pages. 
If after a 10 day trial you are 
completely satisfied and decide 
to keep the Tester, you need 
send us only the down payment 
and agree to pay the balance 
due at the monthly indicated 
rate. 

NO INTEREST 
OR FINANCE 
CHARGES ADDED! 

If not completely satisfied, you 
are privileged to return the Tester 
to us, cancelling any further 
obligation. 

SEE OTHER 
SIDE 

CUT OUT AND MAIL TODAY! |t 





MOSS ELECTRONIC, INC. 
Dept. D-600 3849 Tenth Ave. 



New York 34, N. Y. 



i 



Please send me the units checked on approval. If completely satisfied I 
terms specified with no interest or finance charges added. Otherwise, I v 
a 10 day trial positively cancelling all further obligation. 



mII pay on the 
ill return after 



□ Model 70 Total Price $26.95 

^ $0.!>5 within 10 days. Balance 

$5.00 monthly for 4 months. 

□ Model TV-50A . Total Price $47.50 
^ $1 1.50 within 10 days. Balance 

$6.00 monthly for 6 months. 

□ Model 77 Total Price $12.50 

$12.50 within 10 days. Balance 
$0.00 monthly for 5 months. 



Model 82 A Total Price $36.50 

$6.50 within 10 days. Balance 
$0.00 monthly for 5 months. 

□ Include Model 82A Picture 
Tube Adapter at $5.50. 



Model KO Total Price $42.50 

$12.50 within 10 days. Balance 
$0.00 monthly for 5 months. 



Name 

Address 

City 



Zone State. 

All prices net, F.O.B., N. Y. C. 




SHIPPED ON APPROVAL 

NO MONEY WITH ORDER -NOLO, D. 




Superior's 

New 
Model 77 



VACUUM TUBE VOLTMETER 

WITH NEW 6" FULL-VIEW METER 

Compare it to any peak-to-peak V. T. V. M. made by any other manufacturer at any price! 

Extra large meter scale enables us to print 



Model 77-VACUUM TUBE VOLT- 
METER. . Total Price. . . $42.50 
Terms: $1 2.50 after 1 0 day trial, then 
$6.00 monthly for 5 months if satis- 
factory. Otherwise return, no explana- 
tion necessary. 



all calibrations In large easy-to-read type. 
• Employs a 12AU7 as D. C. amplifier and 
two 9006's as peak-to-peak voltage rectifiers 
to assure maximum stability. • Meter Is 
virtually burn-out proof. The sensitive 400 
AS A DC VOLTMETER: The Model 77 is In- 
dispensable in Hi-Fi Amplifier servicing and 
a must for Black and White and color TV 
Receiver servicing where circuit loading can- 
not be tolerated. 

AS AN ELECTRONIC OHMMETER: Because 
of Its wide range of measurement leaky ca- 
pacitors show up glaringly. Because of Its 
sensitivity and low loading, Intermlttents 
are easily found. Isolated and repaired. 
AS AN AC VOLTMETER: Measures RMS 
values if sine wave, and peak-to-peak value 
if complex wave. Pedestal voltages that de- 
termine the "black" level in TV receivers 
are easily read. 



micro-ampere meter is isolated from the 
measuring circuit by a balanced push-pull 
amplifier. • Uses selected \ r * zero tempera- 
ture coefficient resistors as multipliers. This 
assures unchanging accurate readings on all 
ranges. 

SPECIFICATIONS 



• DC VOLTS — 0 to 3/15/75/150/300/750/ 
1,500 volts at 11 megohms input resistance. 

• AC VOLTS (RMS)— 0 to 3/15/75/150/ 
300/750/1,500 volts. • AC VOLTS (Peak to 
Peak)— 0 to 8/40/200/400/800/2,000 volts. 

• ELECTRONIC OHMMETER— 0 to 1.000 
ohms/ 10.000 ohms/ 100.000 ohms / 1 meg- 
ohm/10 megohms/100 megohms/ 1,000 meg- 
ohms. • DECIBELS: -10 db to + 18 db, 
+ 10 db to + 38 db, + 30 db to + 58 db. 
All based on 0 db ^ .006 watts (6 mw) Into 
a 500 ohm line (1.73v). • ZERO CENTER 
METER — For discriminator alignment with 
full scale range of 0 to 1.5/7.5/37.5/75/ 
150/375/750 volts at 11 megohms input re- 
sistance. 

Comes complete with operating instructions, probe lesds. and stream- $A 0 
lined carrying case. Operates on 110-120 volt 60 cycle. Only 



SUPERIOR'S NEW MODEL 80 




20,000rnLMETER 

THE ONLY 20,000 OHMS PER VOLT V.O.M. SELLING FOR LESS 
THAN $50 WHICH PROVIDES ALL THE FOLLOWING FEATURES: 



Model 80 ALLMETER 

Told Price $42.50 

"lsiiYis: $12.50 after 10 day trial, then 
S6-H0 monthly for 5 months if satis 
factory. Otherwise return, no explana. 
tron necessary 

v_ K 

NOTE: The line cord is used only for 
rapacity measurements. Resistance 
ranges operate on seif-contained bat- 
teries. 



6 INCH FULL-VIEW METER provides 
large easy-to-read calibrations. No squint- 
ing or guessing when you use Model 80. 
MIRRORED SCALE permits fine accu- 
rate measurements where fractional read- 
ings are Important. 

CAPACITY RANGES permit you to ac- 
curately measure all condensers from 
.00025 MFD to 30 MFD in addition to the 
standard volt, current, resistance and 
decibel ranges. 

HANDSOME SADDLE-STITCHED CAR- 
RYING CASE included with Model 80 
Allmeter at no extra charge enables you 
to use this fine instrument on outside 
calls as well as on the bench in your shop. 



SPECIFICATIONS: 
7 D.C. VOLTAGE RANGES 

(At a sensitivity of 20,000 Ohms per Volt) 
0 to 15/75/15O/30O/750/15OO/7500 Volts. 

6 A.C. VOLTAGE RANGES: 

( At a sensitivity of 5,000 Ohms per Volt) 
0 to 15/75/150/300/750/1500 Volts. 

3 RESISTANCE RANGES: 

0 to 2.000/200.000 Ohms. 0-20 Megohms. 

2 CAPACITY RANGES: 

.00025 Mfd. to .3 Mfd., ,05 Mfd. to 30 Mfd. 
5 D.C. CURRENT RANGES 

0-75 Microamperes, 0 to 7.5/75/750 
Milliamperes, 0 to 15 Amperes. 

3 DECIBEL RANGES: — 6 db to -i- 18 db. 
-4- 14 db to -4- 38 db -4- 34 db to -4- 58 db 



Model 80 Allmeter comes complete with operating instruc- 
tions, test leads and portable carrying case. Only 



TRY FOR 10 DAYS 



'42* 



BEFORE you buy! 
THEN if satisfacter 




BUSINESS REPLY CARD 

No Postage Stamp Necessary if Mailed in the U. S. 



FIRST CLASS 
Permit No. 61 430 
New York, N. Y. 



VIA AIR MAIL 



POSTAGE WILL BE PAID BY - 
MOSS ELECTRONIC, INC. 

3849 TENTH AVENUE 

NEW YORK 34, N. Y. 




pay in easy, interest free, monthly 
payments. See coupon inside- 

We invite you to try before you 
buy any of the models described 
on this and the preceding pages. 
If after a 10 day trial you are 
completely satisfied and decide to 
keep the Tester, you need send us 
only the down payment and agree 
to pay the balance due at the 
monthly indicated rate. (See other 
side for time payment schedule 
details.) 

NO INTEREST 
OR FINANCE 
CHARGES ADDED! 



If not completely satisfied, you 
are privileged to return the Tester 
to us, cancelling any further 
obligation. 

SEE OTHER 



i 



SIDE 



CUT OUT AND MAIL TODAY! 



